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AUTHOR'S PREFACE. 



The following lectures were given as a course of instruction to 
the senior students in electrical engineering at Union University. 

They are however intended not merely as a text-book of 
illuminating engineering, nor as a text-book on the physics of 
light and radiation, but rather as an exposition, to some extent, 
from the engineering point of view, of that knowledge of light 
and radiation which every educated man should possess, the 
engineer as well as the physician or the user of light. For this 
purpose they are given in such form as to require no special 
knowledge of mathematics or of engineering, but mathematical 
formalism has been avoided and the phenomena have been de- 
scribed in plain language, with the exception of Lectures X and 
XI, which by their nature are somewhat mathematical, and are 
intended more particularly for the illuminating engineer, but 
which the general reader may safely omit or merely peruse the 
text. ' 

The lectures have been revised to date before publication, and 
the important results of the work of the National Bureau of 
Standards, contained in its recent bulletins, fully utilized. 

Charles Proteus Steinmetz. 

ScHENBCTADT, September , 1909. 
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COMPILER'S PREFACE. 



A SERIES of eight experimental lectures on "Light and Radia- 
tion" were delivered by Dr. Steinmetz in the winter of 1907-8 
before the Brooklyn Polytechnic Institute. Unfortunately no 
stenographer was present and no manuscript prepared by the 
lecturer. A far more extended course of experimental lectures 
was however given by Dr. Steinmetz at Union University in the 
wmter of 1908-9, on "Radiation, Light, Illumination and Illu- 
minating Engineering, '' and has been compiled and edited in 
the following. 

Two additional lectures have been added thereto by Dr. Stein- 
metz to make the treatment of the subject complete even from 
the theoretical side of illuminating engineering: Lecture X on 
"Light Flux and Distribution" and Lecture XI on "Light 
Intensity and Illumination." These two lectures give the 
elements of the mathematical theory of illuminating engineering. 

With the exception of the latter two lectures the following 
book contains practically no mathematics, but discusses the 
subjects in plain and generally understood language. 

The subject matter of Lecture XII on "Illumination and 
Illuminating Engineering" has been given in a paper before the 
Illuminating Engineering Society; the other lectures are new 
in their form and, as I believe, to a considerable extent also in 
their contents. 

In describing the experiments, numerical and dimensional 
data on the apparatus have been given, and the illustrations 
drawn to scale, as far as possible, so as to make the repetition 
of the experiments convenient for the reader or lecturer. 

Great thanks are due to the technical stafif of the McGraw-Hill 
Book Company, which has spared no efifort to produce the book 
in as perfect a manner as possible. 

Joseph L. R. Hayden. 
Schenectady, September^ 1909. 
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EADIATION, LIGHT, AND 
ILLUMINATION. 



LECTURE I. 
NATURE AND DIFFERENT FORMS OF RADIATION. 

1. Radiation is a form of energy, and, as such, can be produced 
from other forms of energy and converted into other forms of 
energy. 

The most convenient form of energy for the production of rad- 
iation is heat energy, and radiation when destroyed by being 
intercepted by an opaque body, usuaUy is converted into heat. 
Thus in an incandescent lamp, the heat energy produced by the 
electric current in the resistance of the filament, is converted 
into radiation. If I hold my hand near the lamp, the radiation 
intercepted by the hand is destroyed, that is, converted into heat, 
and is felt as such. On the way from the lamp to the hand, how- 
ever, the energy is not heat but radiation, and a body which is 
transparent to the radiation may be interposed between the 
lamp and the hand and remains perfectly cold. The terms 
''heat radiation" and "radiant heat," which are occasionally 
used, therefore are wrong: the so-called radiant heat is not heat 
but radiation energy, and becomes heat only when, intercepted 
by an opaque body, it ceases to be radiation; the same, however, 
applies to any radiation. If we do not feel the radiation of a 
mercury lamp or that of the moon as heat, while we feel that of a 
coal fire, it is merely because the total energy of the latter is very 
much greater; a sufficiently sensitive heat-measuring instrument, 
as a bolometer, shows the heat produced by the interception of 
the rays of the mercury lamp or the rays of the moon. 

The most conspicuous form of radiation is lightf and, therefore, 
it was in connection with this form that the laws of radiation 
were first studied. 

1 
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2 RADIATION, LIGHT, AND ILLUMINATION. 

2. The first calculations of the velocity of light were made by 
astronomers in the middle of the eighteenth century, from the 
observations of the eclipses of the moons of Jupiter. A number 
of moons revolve around the planet Jupiter, some of them so close 
that seen from the earth they pass behind Jupiter and so are 
eclipsed at every revolution. As the orbits of Jupiter's moons 
were calculated from their observations by the law of gravita- 
tion, the time at which the moon M should disappear from sight, 



a 






V ^— - 






Fia. 1. 



when seen from the earth E^ by passing behind Jupiter, 7 (Rg. 1), 
could be exactly calculated. It was found, however, that some- 
times the moon disappeared earlier, sometimes later than cal- 
culated, and the diflference between earliest and latest disappear- 
ance amounts to about 17 min. It was also found that the 
disappearance of the moon behind Jupiter occurred earlier when 
the earth was at the same side of the sun as Jupiter, at A, while 
the latest disappearance occurred when the earth was on the 
opposite side of the sun from Jupiter, at B. Now, in the latter 
case, the earth is further distant from Jupiter by the diameter 
ASB of the orbit of the earth around the sun S, or by about 
195,000,000 miles and the delay of 17J min. thus must be due to 
the time taken by the light to traverse the additional distance 
of 195,000,000 miles. Seventeen and one-third min. are 1040 
sec. and 195,000,000 miles in 1040 sec. thus gives a velocity of 

light of ^T-r-~ — f or 188,000 miles per sec. 

1U4U 

Later, the velocity of light was measured directly in a number 
of diflferent ways. For instance, let, in Fig. 2, D be a disk per- 
forated with holes at its periphery. A lamp L sends its light 
through a hole ffo ^^ the disk to a mirror M located at a con- 
siderable distance, for instance 5 miles; there the light is reflected 



Digitized by VjOOQIC 



NATURE AND DIFFERENT FORMS OF RADIATION, 3 

and the mirror is adjusted so that the reflected beam of light 
passes through another hole H^ of the disk into the telescope T. 
If the disk is turned half the pitch of the holes the Ught is blotted 
out as a tooth stands in front of both the lamp and the telescope. 
Ag«dn turning the disk half the pitch of the holes in the same 



I _ *Jil^i-*— • 




Fia. 2. 

direction the light reappears. If the disk is slowly revolved, alter- 
nate Ughi and darkness wiU be observed, but when the speed in- 
creases so that more than from 10 to 20 holes pass per second, the 
eye is no longer able to distinguish the individual flashes of Ught 
but sees a steady and uniform Ught; then increasing the speed 
still more the Ught grows fainter and finally entirely disappears. 
This means when a hole H^ is in front of the lamp, a beam of 
Ught passes through the hole. During the time taken by the Ught 
to travel the 10 miles to the mirror and back, the disk D has 
moved, and the hole H^, which was in front of the telescope 
when the Ught from the lamp passed through the hole H^j has 
moved away, and a tooth is now in front of the telescope and 
intercepts the Ught. Therefore, at the speed at which the Ught 
disappears, the time it takes the disk to move half the pitch of a 
hole is equal to the time it takes the Ught to travel 10 miles. 

Increasing stiU further the velocity of the disk D, the Ught 
appears again, and increases in brilUancy, reaching a maximum 
at twice the speed at which it had disappeared. Then the Ught 
reflected from the mirror M again passes through the center of 
a hole into the telescope, but not through the same hole H^ 
through which it would have passed with the disk stationary, but 
through the next hole H„ that is, the disk has moved a distance 
equal to the pitch of one hole while the Ught traveled 10 miles. 
Assume, for instance, that the disk D has 200 holes and makes 
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4 RADIATION, LIGHT, AND ILLUMINATION, 

94 rev. per sec. at the moment when the light has agtdn reached 
full brilliancy. In this case, 200 X 94 = 18,800 holes pass the 
telescope per second, and the time of motion by the pitch of one 

hole is sec.y and as this is the time required by the light 

to travel 10 miles, this ^ves the velocity of light as 10 -*- » 

lojoUU 

or 188,000 miles per sec. 

The velocity of light in air, or rather in empty space, thus is 
188,000 miles or 3 X 10" cm. per sec. 

For electrical radiation, the velocity has been measured by 
Herz, and foimd to be the same as the velocity of light, and there 
is very good evidence that all radiations travel with the same 
velocity through space (except perhaps the rays of radioactive 
substances). 

3. RegMxiing the nature of radiation, two theories have been 
proposed. Newton suggested that light rajrs consisted of 
extremely minute material particles thrown off by the light- 
^ving bodies with enormous velocities, that is, a Idnd of bom- 
bardment. This theory has been revived in recent years to ex- 
plain the radiations of radium, etc. Euler and others explained 
the light as a wave motion. Which of these explanations is 
correct can be experimentally decided in the following manner: 
Assiuning light to be a bombardment of minute particles, if we 
combine two rays of light in the same path they must add to 
each other, that is, two equal beams of light together give a beam 
of twice the amplitude. If, however, we assume light is a wave 
motion, then two equal beams of light add to one of twice the 
amplitude only in case the waves are in phase, as A^ and B^ in 
Fig. 3 add to C^. If, however, the two beams A, and B^ are not 
in phase, their resultant C, is less than their siun, and if the 
two beams A, and B^ in Fig. 3 happen to be in opposition 
(180 degrees apart), that is, one-half wave length out of phase 
with each other, their resultant is zero, that is, they blot each 
other out. 

Assuming now we take a plain glass plate A (Fig. 4) and a 
slightly curved plate B, toucWng each other at C, and illuminate 
them by a beam of uniform Ught — as the yeUow light ^ven by 
coloring the flame of a bunsen burner with some sodium salt — 
a part of the light 6, is then reflected from the lower surface of 
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NATURE AND DIFFERENT FORMS OF RADIATION. 6 

the curved glass plate 5, a part c, passes out of it, and is reflected 
from the upper surface of the plain glass plate A. A beam of 




Fia. 3. 



reflected light a, thus is a combination of a beam 6 and a beam c. 
The two beams of light which combine to a single one, a, differ 
from each other in phase by twice the distance between the two 
glass plates. At those points dj, dj, etc. at which the distance 




Fia. 4. 



between the two glass plates is { wave length, or |, |, etc., the 
two component beams of a would differ by J, f , |, etc. wave 
lengths, and thus would blot each other out, producing darkness, 
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6 RADIATION, LIGHT, AND ILLUMINATION, 

while at those points where the distance between the glass plates 
is If If lit etc. wave lengths, and the two component beams a 
thus differ in phase by a full wave or a multiple thereof, they 
would add. If, therefore, light is a wave motion, such a structure 
would show the contact point C of the plates surroimded by 
alternate dark rings, d, and bright rings, y. This is actually the 
case, and therefore this phenomenon, called " interference '* 
proves light to be a wave motion, and has lead to the universal 
acceptance of the Eulerian theory. 

Measuring the curvature of the plate 5, and the diameter 
of the dark rings d, the distance between the plates B and A at 
the dark rings d, can be calculated and as this distance is one- 
quarter wave length, or an odd multiple thereof, the wave 
length can be determined therefrom. 

The wave length of light can be measured with extremely high 
accuracy and has been proposed as the absolute standard of 
length, instead of the meter, which was intended to be 10"^ of 
the quadrant of the earth. 

4. It is found, however, that the different colors of light have 
different wave lengths; red light has the greatest wave length, 
and then in the following order: red, orange, yeUow, green, blue, 
indigo, violet, the wave length decreases, violet light having the 
shortest wave length. 

If in experiment (Fig. 4) instead of uniform light (monochro- 
matic light), ordinary white light is used, which is a mixture of 
all colors, the dark and bright rings of the different colors appear 
at different distances from each other, those of the violet near- 
est and those of the red the furthest apart, and so superimpose 
upon each other, and instead of alternately black and light rings, 
colored rings appear, so-called interference rings. Wherever a 
thin film of air or anything else of unequal thickness is inter- 
posed between two other materials, such interference colors thus 
appear. They show, for instance, between sheets of mica, etc. 
The colors of soap bubbles are thus produced. 

The production of such colors by the interference of rays of 
light differing from each other by a fractional wave length is 
caUed iridescence. 

Iridescent colors, for instance, are those of mother-of-pearl, 
of opal, of many butterflies, etc. 

Light, therefore, is a wave motion. 
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NATURE AND DIFFERENT FORMS OF RADIATION. 7 

The frequency of radiation follows from the velocity of light, 
and the wave length. 

The average wave length of visible radiation, or light, is about 
/u» = 60 microcentimeters,* that is, 60 X 10~* cm. (or about 
-ijr^jfff in.) and since the speed is S = 3 X 10*® cm. the frequency 

o 

is / = — = 500 X 10", or 500 millions of millions of cycles per 

second, that is, inconceivably high compared with the frequencies 
with which we are familiar in alternating currents. 

If, as proven, light is a wave motion, there must be some thing 
which is moving, a medium, and from the nature of the wave 
motion, its extremely high velocity, foUow the properties of this 
medium: it has an extremely high elasticity and extremely low 
density, and it must penetrate all substances since no vacuum can 
be produced for this medium, because light passes through any 
vacuum. Hence it cannot be any known gas, but must be essen- 
tiaUy diflferent, and has been called the "ether." 

Whether the ether is a form of matter or not depends upon 
the definition of matter. If matter is defined as the (hypotheti- 
cal) carrier of energy (and all the information we have of matter 
is that it is the seat of energy), then the ether is matter, as it is a 
carrier of energy: the energy of radiation, during the time be- 
tween the moment when the wave leaves the radiator and the 
moment when it strikes a body and is absorbed, resides in the 
ether. 

5. If light is a wave motion or vibration, it may be a longitudi- 
nal vibration, or a transversal vibration. Either the particles of 
the mediimi which transmit the vibrations -may move in the 
direction in which the wave travels, as is the case with sound 
waves in air. If in Fig. 5 sound waves travel from the bell B in 
the direction BA , the air molecules m vibrate in the same direction, 
A to B. Or the vibration may be transversal; that is, if the beam 

* As measures of the wave length of light, a number of metric units have 
survived and are liable to lead to confusion: 

The micron, denoted by u, equal to one thousandth of a millimeter. 

The /JLfi, equal to one millionth of a millimeter. 

The Angstrom imit, eaual to one ten-millionth of a millimeter. 

As seen, the basis of these units is the millimeter, which was temporarily 
used as a standard unit of length before the establishment of the present 
absolute system of units, the (C.G.S), which is based on centimeter length, 
gram mass, and second time measure. 

A radiation of the wave length of 60 microcentimeters thus can be expressed 
ftJso as: 6000 Angstrom units, or 0.6 ft, or 600 fxfJL. 
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of light moves in Fig. 6 perpendicularly to the plane of the paper, 
the vibrating particles move in any one of the directions oa, ob, 
etc. in the plane of the paper, and thus perpendicular to the ray 






A- 



Fia. 6. 





of light. In the former case (a longitudinal vibration, as sound) 
there obviously can be no difference between the directions at 
right angles to the motion of the wave. In a transversal vibra- 
tion, however, the particles may move either irregularly in any 
of the infinite number of directions at right angles to the ray 
(Fig. 6) and thus no difference exists in the different directions 
perpendicular to the beam, or they may vibrate in one direction 
only, as the direction boa (Fig. 7). In the latter case, the wave is 

^ called "polarized" and has differ- 
ent characteristics in three direc- 
tions at right angles to each other: 
one direction is the direction of 
propagation, or of wave travel; the 
second is the direction of vibration; 
^' ^' * and the third is the direction per- 

pendicular to progression and to vibration. For instance, the 
electric field of a conductor carrying alternating current is a 
polarized wave: the direction parallel to the conductor is the 
direction of energy flow; the direction concentric to the con- 
ductor is the direction of the electromagnetic component, and 
the direction radial to the conductor is the direction of the 
electrostatic component of the electric field. 

Therefore, if light rays can be polarized, that is, made to ex- 
hibit different properties in two directions at right angles to each 
other and to the direction of wave travel, this would prove the 
light wave to be a transversal vibration. This is actually the case. 
For instance, if a beam of light is reflected a number of times 
under a fairly sharp angle, as shown in Fig. 8, this beam becomes 
polarized ; that is, for instance, the reflection from the mirror m^, 
set like the mirrors m^, m, , . . which produced the polarization, 
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is greater, and the absorption less than from a mirror set at right 
angles thereto, as m/. 

Some crystals, as Iceland spar (calcium carbonate), show 
"double refraction," that is, dissolve a beam of light, a, enter- 
ing them into two separate beams, b and c (Fig. 9) which are 
polarized at right angles to each other. 

In a second crystal, K^, beam b would then enter as a single 
beam, under the same angle as in the first crystal K^y if K^ were 
in the same position as K^; while if K^ were turned at right angles 
to K^, beam b would enter K^ under the same angle as beam c in 
crystel K^. 

6. As seen, light and radiation in general are transversal wave 




Fig. 8. 



motions of very high speed, 5 = 3 X 10*® cm. per sec. in a hypo- 
thetical medium, ether, which must be assumed to fill all space 
and penetrate all substances. 

Radiation is visible, as Ught, in a narrow range of frequencies 
only: between 400 X 10" and 770 X 10" cycles per sec. cor- 
responding to wave lengths from 76 X 10"* cm. to 39 X lO""* cm.* 
All other radiations are invisible and thus have to be observed by 
other means. 

I have here a pair of rods of cast silicon (10 in. long, 0.22 in. in 
diameter, having a resistance of about 10 ohms each), connected 

* The visibility of radiation is greatest between the wave lengths 50 x 10"^ 
to 60 X 10"* and good between the wave lengths 41 X lO"^ to 76 X 10~*, 
but extends more or less indistinctly over the range of wave lengths from 
33 X lO"* to 77 X 10-« and faintly even as far as 30 X 10~« to 100 X lO"*. 
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in series with each other and with a rheostat of about 40 ohms 
resistance in a 120-volt circuit. When I establish a current 
through the rods, electric energy is converted into heat by the 
resistance of the rods. This heat energy is converted into and 
sent out as radiation, with the exception of the part carried oflf 
by heat conduction and convection. Reducing the resistance, I 
increase the heat, and thereby the radiation from the silicon rods. 
Still nothing is visible even in the dark; these radiations are of 
too low frequency, or great wave length, to be visible. By hold- 
ing my hand near the rods, I can feel the energy as heat, and show 
it to you by bringing the rods near to this Crookes' radiometer, 




Fig. 9. 



which is an instrument showing the energy of radiation. It con- 
sists (Fig. 10) of four aluminum vanes, mounted in a moderately 
high vacuum so that they can move very easily. One side of each 
vane is polished, the other blackened. The waves of radiation 
are reflected on the polished side of the vane; on the blackened 
side they are absorbed, produce heat, thus raise the temperature of 
the air near the vane ; the air expands and pushes the vanes ahead, 
that is, rotates the wheel. As you see, when I bring the heated 
rods near the radiometer, the wheel spins around at a rapid rate 
by the radiation from the rods, which to the eye are invisible. 
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Increasing still further the energy input into the silicon rods, and 
thereby their temperature, the intensity of radiation increases, 
but at the same time radiations of higher and higher frequencies 
appear, and ultimately the rods become visible in the dark, 
giving a dark red light; that is, of all the radiations sent out by 
the rods, a small part is of suflSciently high frequency to be visible. 
StiU further increasing the tempera- 
ture, the total radiation increases, 
but the waves of high frequency in- 
crease more rapidly than those of 
lower frequency; that is, the average 
frequency of radiation increases or 
the average wave length decreases 
and higher and higher frequencies 
appear, — orange rajrs, yellow, green, 
blue, violet, and the color of the 
light thus gradually changes to 
bright red, orange, yellow. Now I 
change over from the silicon rods — 
which are near the maximum tem- 
perature they can stand — to a tung- 
sten lamp (a 40-watt 110-volt lamp, 
connected in series with a rheostat 
of 2000 ohms resistance in a 240- 
volt circuit) . For comparison I also 
turn on an ordinary 16 c. p. carbon 
filament incandescent lamp, running 
at normal voltage and giving its 
usual yellow light. Gradually turn- 
ing out the resistance, the light of 
the tungsten lamp changes from 
orange to yellow, yeUowish white 
and ultimately, with all the resistance cut out and the fila- 
ment running at more than double voltage, is practically white; 
that is, gives a radiation containing all the frequencies of visi- 
ble light in nearly the same proportion as exist in sunlight. If 
we should go still further and very greatly increase the tem- 
perature, because of the more rapid increase of the higher fre- 
quencies (violet, blue, green) than the lower frequencies of light 
(red, orange and yellow) with increase in temperature, the light 
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should become bluish. However, we are close to the limit of 
temperature which even tungsten can stand, and to show you 
light of high frequency or short wave length I use a different 
apparatus in which a more direct conversion of electric energy 
into radiation takes place, — the mercury arc lamp. Here the 
light is bluish green, containing only the highest frequencies 
of visible radiation, violet, blue and green, but practically none 
of the lower frequencies of visible radiation, red or orange. 





nnnm 
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In the tungsten lamp at high brilliancy and more still in the 
mercury arc, radiations of higher frequencies appear, that is, 
shorter wave lengths than visible light, and these radiations are 
again invisible. As they are of frequencies beyond the violet 
rays of light, they are called "ultra-violet rays," while the radia- 
tions which we produced from the heated silicon rods at moderate 
temperatures were invisible because of too low frequency and 
are thus called "ultra-red rays," or "infra-red rays," as they are 
outside of and below the red end of the range of visible radiation. 

To produce powerful ultra-violet rays, I use a condenser dis- 
charge between iron terminals, a so-called ultra-violet arc lamp. 
Three iron spheres, I in Fig. 11, of about | in. diameter, are 
mounted on an insulator B. The middle sphere is fixed, the 
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outer ones adjustable and set for about ^^ in. gap. This lamp is 
connected across a high voltage 0.2-mf. mica condenser C, which 
is connected to the high voltage terminal of a small step-up trans- 
former T giving about 15,000 volts (200 watts, 110 ^ 13,200 
volts). The low tension side of the transformer is connected to 
the 240-volt 60-cycle circuit through a rheostat R to limit the 
current. The transformer charges the condenser, and when the 
voltage of the condenser has risen sufficiently high it discharges 
through the spark gaps / by an oscillation of high frequency 
(about 500,000 cycles), then charges again from the transformer, 
discharges through the gap, etc. As several such condenser dis- 
charges occur during each half wave of alternating supply voltage 
the light given by the discharge appears continuous. 

You see, however, that this iron arc gives apparently very little 
light; most of the radiation is ultra-violet, that is, invisible to the 
eye. To make it visible, we use what may be called a frequency 
converter of radiation. I have here a Imnp of willemite (native 
zinc silicate), a dull greenish gray looking stone. I put it under 
the iron arc and it flashes up in a bright green glare by convert- 
ing the higher frequency of ultra-violet rays into the lower 
frequency of green light. This green light is not given by the 
iron arc, as a piece of white paper held under the arc shows only 
the faint illumination given by the small amount of visible radia- 
tion. I now move a thin sheet of glass, or of mica, between the 
iron arc and the lump of willemite, and you see the green light 
disappear as far as the glass casts a shadow. Thus glass or mica, 
while transparent to visible light, is opaque for the ultra-violet 
light of the iron arc. A thick piece of crystallized gypsum (sel- 
enite) put in the path of the ultra-violet light does not stop it, 
hence is transparent, as the lump of willemite continues to show 
the green light, or a piece of cast glass its blue light. 

I have here some pieces of willemite in a glass test tube. They 
appear dull and colorless in the ultra-violet light, as the glass is 
opaque for this light. I shift them over into a test tube of fused 
quartz, and you see them shine in the green glare. Quartz is trans- 
parent to ultra-violet light. When investigating ultra-violet 
light, quartz lenses and prisms must, therefore, be used. 

Still higher frequencies of ultra-violet light than those given 
by a condenser discharge between iron terminals are produced by 
a low temperature mercury arc. Obviously this arc must not be 
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operated in a glass tube but in a quartz tube, as glass is opaque 
for these rays. 

These ultra-violet radiations carry us up to frequencies of about 
3000 X 10*' cycles per sec, or to wave lengths of about 10 X 10"* 
cm. Then, however, follows a wide gap, between the highest 
frequencies of ultra-violet radiation and the frequencies of X-rays. 
In this gap, radiations of very interesting properties may some- 
times be found. 

At the extreme end of the scale we find the X-rays and the 
radiations of radio-active substances — if indeed these radiations 
are wave motions, which has been questioned. Since at these 
extremely high frequencies reflection and refraction cease, but 
irregular dispersion occurs, the usual methods of measuring wave 
lengths and frequencies fail. The X-rays apparently cover quite 
a range of frequency and their average wave length has been 
estimated as 0.01 X lO""* cm., giving a frequency of 3 X 10** 
cycles per sec. 

In comparing vibrations of greatly differing frequencies, the 
most convenient measure is the octave j that is, the frequency scale 
of acoustics. One octave represents a doubling of the frequency ; 
n octaves higher then means a frequency 2** times as high, n 
octaves lower, a frequency (^)** as high. By this scale aU the inter- 
vals are of the same character; one octave means the same 
relative increase, which ever may be the absolute frequency or 
wave length. 

As the perceptions of our senses vary in proportion to the per- 
centual change of the physical quantity causing the perception 
(Fechner's law), in the acoustic or logarithmic scale the steps are 
thus proportional to the change of sensual perception caused by 
them. 

The visible radiation covers somewhat less than one octave; 
ultra-violet radiations have been observed beyond this for about 
two more octaves. Ten octaves higher is the estimated frequency 
of X-rays. 

On the other side of the visible range, towards lower frequencies 
or longer waves, ultra-red rays, observations have been extended 
over more than eight octaves up to wave lengths as great as 0.03 
cm. length, or frequencies of only 10" cycles per sec. The ultra- 
red rays given by the heated silicon rods of our experiment do not 
extend to such low frequencies, but such very low frequencies 
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have been observed in the radiations of bodies of very low tem- 
perature, as Uquid air, or in the moon's rays. 

7. Very much longer waves, however, are the electric waves. 
They are used in wireless telegraphy, etc. I here connect (Fig. 12) 



120 vol 






"UiuJ 




Fig. 12. 

the condenser C of the apparatus which I used for operating the 
ultra-violet arc, to a spark gap (jj, of which the one side is con- 
nected to ground B^f the other side to a vertical aluminum rod Aj, 
about 8 feet long. The charge and discharge of the aluminum 
rod A^ by the oscillating condenser current, send out an electric 
wave of about 50 feet length. This wave passes through you, and 
when striking the aluminum rod A^ back of you, induces therein 
an electric charge. A^ is separated from ground 5, by a narrow 
spark gap (j, between graphite terminals, and the arrival of the 
electric wave at A^ causes a small spark to jump across the gap 
Ctj, which closes the circuit of the tungsten lamp L, thereby 
li^tdng it as long as the wave train continues. 
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The electric waves used in wireless telegraphy range in wave 
lengths from 100 feet or less to 10,000 feet or more, corresponding 
to 10^ to 10' cycles per sec. 

Still very much longer waves are the fields of alternating cur- 
rent circuits : the magnetic and electrostatic field of an alterna- 
ting current progresses as a wave of radiation from the conductor. 
But as the wave length is very great, due to the low frequency, — 

3 X 10'* 
a 60-cycle alternating current gives a wave length of — -tt — =■ 

oO 

500 X 10* cm. or 3100 miles — the distance to which the field of 
the circuit extends is an insignificant fraction only of the wave 
length, and the wave propagation of the field thus is usually not 
considered. 

Electric waves of higher frequencies than used in wireless 
telegraphy are the Herzian waves, produced by electric oscilla- 
tors, that is, a moderately long straight conductor cut in the 
middle by a gap and terminated by spherical condensers, as 
shown in Fig. 13. On these waves the velocity of propagation 



e — eMEiio¥-«upn.v- - - * 



O ^-^<^ O 



Fig. 13. 

has been measured by Herz by producii^g standing waves by 
combination of main wave and reflected wave. 

Still much higher frequencies are the oscillations between the 
cylinders of multi-gap lightning arresters, and the limit of fre- 
quency of electric waves would probably be given by the oscilla- 
ting discharge of two small spheres against each other when 
separated by a narrow gap. It probably is at about 5 X 10'^ 
cycles, or 0.6 cm. wave length. 

The blank space between the shortest electric wave and the 
longest ultra-red light wave thus has become fairly narrow — 
from 0.6 to 0.13 cm., or only about four octaves. 

8. In the following tables, the different known forms of radia- 
tion are arranged by their frequency and wave length, and are 
given also in octaves, choosing as zero point the middle c of the 
piano, or a frequency of 128 cycles per sec. 
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SPECTRUM OF RADIATION. 



Zero point chosen atc^t2B o voles per second. 
Speed of radiation 5 »3xi(M0om. 










Cycles. 


Ware Length in Air 
(or Vacuom). 


n^*^^^. No. of 
^**^«* Octaves. 


Alternating current 








field: 


15 


20,000 km. = 12,600 mi. 


-3.09 








26 


12,000 km. =. 7,600 mi. 


-2.36 


- 3.16 






60 


6,000 km. « 8,100 mi. 


-1.09 








183 


2,260 km. « 1,400 mi. 


+0.06J 






High frequency cur- 










rents, surges and 










oscillations, arcing - 






(9.67) 


31.64 


grounds, lightning 










plienomena, etc. 










Wireless telegraph 
waves : 


10» 


8 km. » 10,000 ft. 


9.63 ) ft fto 
16.26 } ^-^2 




10^ 


80 m. « 100 ft. 




Herzian waves: | 


10^ 
10« 


30 m. - 100 ft. 
30 cm. - 1 ft. 


16.26 ) 
22.90 } 12.3 




Limit of electric waves : 


6XW 


0.6 cuL- 0.26 in. 


28.56 ) / 




First gap : 






[4.26] 


Ultra-red rays : 


10'> 
4X10'* 


30,000 xlO-«=0. 08 cm. 
76xl0-«cm. 


41.48 \ ^-^^ 




Visible light rays : 


4X10'* 
7.7X10'* 


76xlO-«cm. 
39xl0"«cm. 


*1-*® I 97 
42.46 ] "'^^ 


11.6 


Ultra-violet rays: 


7.7X10'* 
80X10** 


39xl0-«cm. 
10 X 10"^ cm. 


42.45 ) , g. 
44.40 ] ^'^^ 




Second gap: 






[8.0] 


X-rays (estimated) : 


3X10'» 


0.01xlO-«cm. 


64.4 


Sound Waves: 




Total: 


57.7 octaves 


Lowest audible sound : 


15 


66 ft. in air 


-3.1 


Highest audible sound : 


8000 


1.5 in. in air 


+6.0 






Total: 


9.1 octaves 



These radiations are plotted graphically in Fig. 14, with the 
octave as abscisssB. 

As seen, the total range of frequencies of radiation is enormous, 
covering nearly 60 octaves, while the range of sound waves is 
only about nine octaves, from 15 to 8000 cycles. 

There are two blank spaces in the range of radiation, one be- 
tween electric and light waves, and a second and longer one 
between light and X-rajrs. 

It is interesting to note that the range of electric waves is far 
greater than that of light waves. 

Only a very narrow range of radiation, less than one octave out 
of a total of 60, is visible. It is shown shaded in Fig. 14. This 
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exhibits the great difficulty of the problem of efficient light pro- 
duction: it means producing as large a part of the total radiation 
as possible within this very narrow range of visibility. 

Regarding the range of frequencies covered by it, the eye thus is 
much less sensitive than the ear, which hears over eight octaves 
as sound waves. 

While the visible radiations are the most important ones, as 
light, the total range of radiation is of interest to the electrical 
engineer. 

The ultra-red rays are those radiations which we try to avoid 
as far as possible when producing light, as they consume power 



Fia. 14. 

and so lower the efficiency; the ultra-violet rays are of importance 
in medicine as germ killers. They are more or less destructive 
to life, appear together with the visible radiation, and where they 
are of appreciable amount, as in the arc, protection against them 
becomes desirable. The X-rays have become of importance in 
medicine, etc., as they penetrate otherwise opaque bodies and thus 
allow seeing things inside of other bodies. 

The total range of electric waves, between the frequencies of 
alternating currents and the limits of electric waves, has been of 
importance to the electrical en^neer as harmful and destructive 
phenomena in electric circuits, which are to be guarded against, 
and only in recent years, with the development of wireless 
telegraphy, some such electric waves have found a useful com- 
mercial application. The main object of their study — which is 
the study of transient electric phenomena, is still, however, to 
guard against their appearance in electric circuits and discharge 
them harmlessly when they appear. 

Considering the great difference which already exists between 
alternating ciuxents of low frequency, 25 or 15 cycles, and of high 
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frequency, 133 cycles, and realizing that the total range of waves, 
which may appear in electric circuits is many times greater than 
the diflference between high and low frequency alternating cur- 
rents, it can be realized that the differences in the character of 
electric waves are enormous between the low frequency surges of 
near machine frequency and the high frequency oscillations of a 
multi-gap lightning arrester, near the upper limits of electric wave 
frequencies, and the problem of protecting circuits against them 
thus is vastly more difficult than appears at first sight and the 
conclusions drawn from experimental investigations of electric 
waves may be very misleading when applied to waves many 
octaves different from those used in the experiment. This ex- 
plains the apparently contradictory evidence of many experi- 
mental investigations on the protection of electric circuits. 
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9. For convenience, the total range of known radiations can 
be divided into two classes, the declric waves and the light waves, 
which are separated from each other by the blank space in the 
middle of the spectrum of radiation (Fig. 14). Under light 
waves we here include also the invisible ultra-red radiation and 
the ultra-violet radiation and the non-refrangible radiations, as 
X-rays, etc., separated from the latter by the second blank 
space of the radiation spectrum. 

In the following, mainly the light waves, that is, the second or 
high frequency range of radiation, will be discussed. The elec- 
tric waves are usually of importance only in their relation to the 
radiator or oscillator which produces them, or to the receiver on 
which they impinge, and thus are treated in connection with the 
radiator or receiver, that is, the electric conductor, in the theory 
of transient electric phenomena and oscillations.* 

The radiation may be of a single frequency, that is, a single 
wave; or a mixture of different frequencies, that is, a mixture 
of different and frequently of an infinite number of waves. 

Electric radiation usually is of a single frequency, that is, of the 
frequency or wave length determine by the constants of the 
electric circuit which produces the radiation, mainly the induct- 
ance L and the capacity C They may, however, have different 
wave shapes, that is, comprise, in addition to the fundamental 
wave, higher harmonics or multiples thereof, just as the sound 
waves which represent the same tone with different musical 
instruments are of the same frequency but of different wave 
shapes, that is, contain different higher harmonics. 

Light radiations usually are a mixture of a number of waves of 
different frequencies, and very commonly a mixture of an infinite 
number of frequencies, as is, for instance, the case with the 

* "Theory and Calculation of Transient Electric Phenomena and Oscilla- 
tions. " 

20 
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radiation of an incandescent body as a lamp filament, which 
contains aU the frequencies from long ultra-red waves over 
visible light waves to ultra-violet waves. 

In the action of vibrations on our senses there is a characteristic 
difference between the perception of sound waves by the ear and 
that of light waves by the eye: the ear is analjrtic, that is, can 
separate the individual waves in a mixture of different sound 
waves, as an accord on the piano, and distinguish the individual 
components of the mixed sound which reaches the ear. Thus 
we can hear and distinguish an individual voice amongst a mass 
of other noises. The eye, however, perceives only the resultant 
of all the visible radiations which reach it, but cannot separate 
their components, and very different mixtures of radiations thus 
make the same impression upon the eye: thus, for instance, 
numerous mixtures of blue and yellow light appear alike to the 
eye and the same as green light, that is, appear green, while 
physically, it is obvious that mixtures of blue and yellow light 
are essentially different from green light. 

It is interesting to imagine how nature would look to us if the 
eye were analytic, that is, could separate the different component 
radiations, and if it could perceive waves over as great a range of 
frequency as the ear, about nine octaves instead of less than one 
octave as is now the case. The information given to us by the 
sense of sight would be infinitely increased, and we would see 
many differences and changes which now escape us. 

10. However, while the eye cannot distinguish the different 
component radiations but sees only their resultant, the specific 
effects of the component radiations, as the physiologically harm- 
ful action of an ultra-violet component of light, still remain, even 
if the eye does not see the components, and in the study of radia- 
tion for the purpose of its engineering use for illumination it is 
therefore necessary to analyze the mixed radiation given by a 
source as a lamp, by resolving it into its component waves. 

This is done by using some feature of the radiation which 
varies with the frequency. Such is the case with the velocity of 
propagation. 

The velocity of light in empty space is 3 X 10^® cm. per sec. 
It is practically the same in air and other gases. In denser 
bodies, however, as water, glass, etc., the velocity of Ught is less 
and, as will be seen, is different for different frequencies. 
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Assume then, in Fig. 15, a beam of light B striking under an 
angle the boundary between two media, as air A and water W, 
the vibration of the ether particles in the beam of light is at right 
angles to the direction of propagation BC, and successively the 
waves thus reach flj fc„ a, 6, . . . As soon, however, as the back 
edge of the beam reaches the boundary at D its speed changes 
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by entering the medium W — decreases in the present instance. 
Let then S^ = speed of propagation in medium A, S^ ^ speed of 
propagation in medium W. Then, while the center of the beam 
moves the distance EC, the back edge, in the denser medium, 

moves only the distance DI = -^EC, and the wave front of the 

back half of the beam thus changes to CI while that of the front 

Vialf nf file beam, which is still in the medium A, remains GC. 

le the front edge of the beam moves from G to H, the 

i the whole back half of the beam moves in the denser 

^, only the distance CK = -^ GH, and the wave front 

m, in the medium W, now is HL. That is, due to the 
in velocity in the two media A and TT, the wave front 
m, and thereby its direction of propagation, is changed 
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when traversing the boundary between the two media, and the 
beam BC continues its motion in the direction CM. 

Let then a^ = angle of incidence, that is, the angle between 
tlie incident beam BC and the perpendicular CN on the boundary, 
and a, « angle of refraction, that is, the angle between the out- 
going or refracted beam CM and the perpendicular CP on the 
boundary. It is then: 

FDH = a, and LHD = a, ; 
haice, 

FH = DH sin a^ and DL - DH sin a,. (1) 

The front edge of the beam moves the distance FH in medium 
A, while the back edge moves the distance DL in medium W; 
that is, 

FH ^DL^S^-^ S,; (2) 



hence, substituting (1) into (2), gives: 

sin «! _ 5^ ^ 
sui a, /S, ' 



(3) 



That is, the ratio of the sines of the angle of incidence and the 
angle of refraction equals the ratio of the speed of propagation 
in the two media, hence the ratio of the sines of these two angles 
is constant. This is the law of refraction^ and this ratio of sines 
is called the refractive index between the two media A and W. As 
the refractive index of one medium TF, then, is understood its re- 
fractive index against empty space or against air: 

sing S 

where S is the velocity of light in empty space = 3 X 10**, and 
S^ the velocity in the medium, of which d^ is called the refractive 
index. 

From equation (4) it follows, that, if d^^^ is the refractive index 
between medium 1 and medium 2, dj_,, the refractive index 
between medium 2 and medium 3,*ji_,= J,., -^ d^_^ = refractive 
index of medium 1 and medium 3; that is, the refractive index 
between any two media is derived as the ratio of their refractive 
bdices against a third medium, as, for instance, against air. 
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11. Incidentally, it is interesting to consider the corresponding 
relations in electric waves. 

In an electric circuit, the speed of propagation of an electric 
wave is, when neglecting the energy losses in and by the con- 
ductor: 

5= J_, (5) 

VLC 

where L is the inductance, C the capacity of the conductor per 
unit length (the length measured in the same measure as the 
speed S). 

The inductance L is proportional to the permeability fi, and 
the capacity C proportional to the dielectric constant, or specific 
capacity k of the medium surrounding the conductor, that is, the 
medium through which the electric wave propagates; that is, 

- ' (6) 



A V/ik' 

where A is a proportionality constant. 

The ratio of the speed of propagation of an electric wave in two 
media 1 and 2 thus is: 

for empty space, fi '^ 1 and /c ^ 1; 
hence, 

S _^ 

S[ " ^A^^' (8) 

where S^ is the speed of propagation in the medium of constants 
/£j and Ky 
Comparing equation (8) with (4) it follows: 

/^i^ = V; (9) 

that is, the square of the refractive index d equals the product of 
permeability /£ and dielectric constant k. 
^' ice for most media the permeability /« = 1, for all except 
oagnetic materials 

^ = S^\ (10) 
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This relation between the constant of the electric circuit k and 
the constant of optics d was one of the first evidences of the 
identity of the medium in which the electric field exists with 
the medium which carries the light waves. It is, however, only 
approximately correct, as the refractive index d varies with the 
frequency and is derived for the extremely high frequencies of 
light radiation, while k refers to stationary conditions. A better 
agreement is thus reached when using as d the refractive index 
extrapolated for infinite wave lengths. 

12. It is found that the difiFerent component frequencies of a 
beam of radiation are deflected differently when passing from one 
medium into another, and the higher frequencies are deflected 




Fig. 16. 



more than the lower frequencies, thus showing that the velocity 
of propagation decreases with an increase of frequency, that is, 
a decrease of wave length. 

This gives a means of resolvipg a mixed radiation into its com- 
ponent waves, that is, into a spectrum, by refraction. 

A narrow beam of light B (Fig. 16) is passed through a prism P 
of transparent material, and the component frequencies then 
appear on the screen A (or are seen by the eye) side by side, the 
red R below, the violet V above, in Fig. 16, and the green G 
in the middle. 

It is obvious that the material of the prism must be transparent 
to the radiation; thus, when studying ultra-violet radiation, to 
which glass is opaque, glass prisms cannot be used, but some 
material transparent to ultrarviolet light such as a quartz or 
fluorite prism must be used. 
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The beam of light also can be resolved mto its components by 
a diffraction grating, in which case the lower frequencies are 
deflected more than the higher frequencies; that is, the red more 
than the violet. 

These two forms, the refracting spectroscope and the diffract- 
ing spectroscope, now enable us to resolve a beam of mixed radia- 
tion into its components and thus study its spectrum. 

13. I show you here a number of typical spectra: 

(1). The spectra of an incandescent lamp and an alcohol 
lamp with Welsbach mantel. These are continuous spectra, that 
is, show all the radiations from red over orange, yellow, green, 
blue, indigo to violet, uniformly shading into each other. 

(2a). The spectrum of the mercury lamp. This is a line 
spectrum, that is, shows only a finite number of bright lines on 
black background. It contains five bright lines ; greenish yellow, 
bright green, indigo and two violet, one faint dark green line, and 
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FiQ. 17. 

a number of very faint red and orange lines, of which three are 
indicated dotted in Fig. 17. 

(26). The spectrum of an arc between titanium carbide elec- 
trodes. This also is a Une spectrum, but unlike the mercury 
spectrum, which has only six bright Unes, the titanium spectrum 
contains many thousands of bright lines, so that with the low 
power of the spectroscope which you have, the lines blurr into 
each other and we see only the most prominent or brightest lines 
on a uniformly luminous background, which latter requires a 
more powerful spectroscope to resolve into lines. 

(3) . The band spectrum. This shows a number of bright bands, 
frequently gradually fading out at their edge and separated by 
dark spaces. It thus differs from the continuous spectrum (1) in 
being discontinuous, that is, missing certain ranges of frequency, 
and differs from the line spectrum (2) in that the band spectrum 
has a number or range of frequencies in each band, where the line 
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Bpectrum has only one single frequency in each line. Such 
band spectra are usually characteristic of luminescent compounds 
or of gases and vapors at high pressure, while elementary gases 
or vapors give line spectra. Absorption and fluorescence also 
give band spectra, and I thus show you a band spectrum by opera- 
ting a mercury lamp in a tube of uranium glass, behind a trans- 
parent screen colored by rhodamine (an aniline dye which 
fluoresces red). As you see, the spectrum shows a broad red 
band, due to the reddish screen, and a greenish yellow band due 
to the iu*anium glass, while the normal mercury lines are de- 
creased in intensity. 

(4). If you now look with the spectroscope at the Welsbach 
mantel through the mercury arc stream, you see the continuous 
spectrum of the mantel and superimposed upon it the line spec- 
trum of the mercury lamp. The light giving mercury vapor thus 
is transparent for the light of the Welsbach mantel back of it, and 
lets it pass through, with the exception of those particular fre- 
quencies which it gives itself; that is, a luminous gas absorbs 
those frequencies of radiation which it produces, but is trans- 
parent for all other frequencies. This is easily understood: an 
atom on which a vibration impinges will be set in motion by it 
and thus absorb the energy of the ijnpinging vibration if it is able 
to vibrate with the frequency of the impinging vibration; that is, 
to resonate with it, but will not be affected by any other frequency 
to which it cannot respond, and thus is transparent to all frequen- 
cies of vibration, except to those to which it can respond; that is, 
which it produces when vibrating. 

When looking at a continuous spectrum through a luminous 
gas or vapor, two cases thus may occur: either the spectrum lines 
of the gas are brighter than the continuous spectrum, as in the 
present case, and then appear as bright lines on a bright back- 
ground, or the continuous spectrum is brighter than the lines of 
the gas spectrum in front of it and the lines of the gas spectrum 
appear less bright than the background, that is, appear as dark 
lines on a bright background. Such a spectrum is called a 
reversed spectrum, or absorption spectrum. It shows the lines of 
the gas or vapor spectrum, by contrast, dark on the brighter back- 
groimd of the continuous spectrum. 

The sun and many fixed stars present such a reversed spectrum : 
the sun's spectrum shows the spectrum lines of all the elements 
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which are in the sun's atmosphere as dark lines on the continuous 
spectrum given by the inner core of the sun. 

Whether the line spectrum of a gas or vapor is reversed by the 
continuous spectrum of a solid or liquid back of it or not depends 
upon the relative intensity, and thus, to some extent, on the rela- 
tive temperature. Some fixed stars show bright lines on a less 
luminous background, due possibly to a higher temperature and 
greater thickness of their atmosphere, and sometimes bright lines 
and dark lines occur simultaneously, or dark lines may change to 
bright lines at such places at which, by some activity, as a tem- 
perature rise, their brilliancy is greatly increased. 







^ 

"^^ 



Fig. 18. 



Combinations of the different tjrpes of spectra: continuous 
spectnmi, line spectrum, band spectrum, reversed spectrum, 
frequently occur, as we have seen bands and lines together in the 
modified mercury spectnmi, and in this case, by turning on an 
incandescent lamp, we can still add a continuous spectrum due 
to the light of the incandescent lamp reflected from the walls of 
the room. So also in the continuous spectrum of incandescent 
bodies, bright bands or dark bands occasionally appear, that is, 
in the spectrum of greater or lesser intensity, as will be 
d in the paragraphs on colored radiation and selective 
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14. When a beam of radiation impinges upon a body it is 
resolved into three parts: one part is reflected, that is, does not 
enter the body at all, but is thrown back. The second part is 
absorbed in the body, that is, converted into another form of 
energy (which other form of energy usually is heat, but may be 
chemical energy, some other frequency of radiation, etc.) and the 
third part is transmitted, that is, passes through the body, and 
out of it, if the body is not too thick. No body reflects, or 
absorbs, or transmits all the radiations, but even the most per- 
fectly reflecting body absorbs and transmits some radiation, the 
most transparent body reflects and absorbs some radiation, etc. 

Reflection may be either regular reflection, or irregular reflec- 
tion. In the former case (Fig. 18) the beam of light is reflected 
under the same angle xmder which it impinges upon the body, 
and the body thus acts as a mirror, that is, gives a virtual image 



Fig. 19. 

back of it as shown in dotted line in Fig. 18. In the latter case 
(Fig. 19) the Ught is reflected irregularly in all directions. 

A body which reflects all the frequencies of radiation uniformly, 
that is, in which the percentage of the impinging radiation, which 
is reflected, is the same for all frequencies of radiation, is called a 
colorless body, and a body which reflects a higher percentage of the 
radiation of some frequency than of other frequencies, is called 
a colored body, and its color is the color of radiation, that is, 
the frequency or frequencies which it reflects more than other 
frequencies. * 

A colorless body which reflects all the radiation impinging upon 
it is called a wkUe body. Most nearly white bodies are silver, 
magnesia, chalk, etc. A body which reflects none of the radiation 
impinging upon it, but absorbs all, is called a black body. The 
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moet nearly black bodies are lampblack, charcoal, etc. A body 
which reflects a constant part of the impinging radiation, that is, 
the same part or percentage for all frequencies, is called a grey 
body, and the ratio of the reflected Ught to the total impingmg 
light is called its whiteness or albedo. A perfectly white body 
thus has albedo 1, a perfectly black body albedo 0, and a body 
which reflects one-quarter and absorbs the other three-quarters 
of the radiation of any wave length impin^g upon it, would be 
said to have albedo 0.25. 

Black, white and grey thus are not considered as colors in 
physics. 

As examples of colorless bodies I show you here: 

Regular reflection: polished silver, white; polished iron, grey. 

Irregular reflection: powdered magnesia, white; lampUack, 
black; powdered zinc, barium sulphide, grey. 

As example of colored bodies I show you: 

Regular reflection: polished copper, red; polished gold or 
brass, yellow. 

Irregular reflection: mercury sulphide (cinnabar), red; potas- 
sium bichromate, orange; magnesium chromate, yellow; copper 
acetate-arsenite (paris green), green; copper oxide hydrate 
precipitated by ammonia, blue; ultra-marine, indigo; magnesium 
permanganate mixed with magnesia, violet. 

15. Of the radiation which enters a body, that part which is 
absorbed is usually converted into heat. Thus a black body, 
when exposed to radiation, becomes hotter than a white body, 
which reflects, or a transparent body, which transmits, most 
of the radiation. Thus the globe of a colored incandescent lamp, 
which absorbs more of the radiation than a transparent ^obe, 
becomes hotter than a clear glass globe. When scattering dirt 
on the snow it can be made to melt down far more rapidly in the 
spring, under the rajrs of the sun, than when remaining clean, etc. 

Some bodies convert the absorbed radiation into chemical 
energy, into other frequencies of radiation, etc. 

Bodies which convert the absorbed radiation, or rather a part 
thereof, into radiation of different, as far as known always 
lower, frequencies, are called fluorescerd bodies. Thus the solu- 
tion of rhodamine in alcohol, which I show you here, fluoresces 
red. It transmits red light, but absorbs green, blue and violet 
light, and converts a part thereof into red light. This is best 
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illustrated by exhibiting it in a source of light which contains no 
red rays, as the mercury lamp. You see in the rays of the mer- 
cury lamp the rhodamine solution looks bright red, the red light 
seems to come from the inside of it, and especially through a red 
glass the solution looks like a red hot incandescent body. Here 
then, as no red light reaches the solution, the red light given by it 
must be produced by frequency conversion from other radiation. 
The spectroscope shows especially the bright green mercury line 
weakened. 

The phenomena of conversion of absorbed light into other 
forms of energy will be more fully discussed in the following 
paragraphs. 

16. By the transmitted light, that is, the radiation which 
passes through them, bodies are again divided into colorless 
bodies; that is, such bodies which transmit the same percentage 
of radiation for every wave length or frequency, and colored 
bodies; that is, bodies which transmit a larger percentage of 
radiation of some frequencies than of others, and as the trans- 
parent color of a body, then, is understood the color, that is, the 
frequency, of that radiation of which the greatest percentage is 
transmitted. Thus a red glass is one which transmits a higher 
percentage of red radiation than of any other radiation. 

A body, then, is called iranspareni, if it transmits all the radia- 
tion, and opaque, if it transmits no radiation, but absorbs or 
reflects all. If only a part of the radiation is transmitted, but 
in such manner that it is the same part for all frequencies, the 
body is called grey; or imperfectly transparent, if the part which 
is not transmitted is absorbed in the body; and translucent, if 
the part which is not transmitted is irregularly reflected inside 
of the body. 

The most perfectly transparent bodies, for visible light, are 
glass, water, quartz, etc.; the most opaque are the metals, and 
perfectly, or almost perfectly opaque are the magnetic metals, 
perhaps due to the very low spe^ of propagation in these metals, 
which would result from the high value of the permeability /i by 
equation (8) paragraph 11. 

As example of colorless bodies I show you here a glass tube 
filled with water, transparent; a tube fill^ with nigrosine solu- 
tion in alcohol, opaque and black; a very diluted solution of 
nigrosine with traces of other aniline dye for color correction, in 
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alcohol, as grey, and a tube filled with an emulsion of water with 
a solution of chloroform in white paraffin oil, which latter solu- 
tion has the same specific gravity as water, translucent. 

Samples of transparent color^ bodies are: carmine solution, 
red; potassium bichromate solution, orange; potassium chromate 
solution, yellow; nickel sulphate solution, green; copper nitrate 
solution, blue; diluted potassium permanganate solution, or 
diluted solution of iodine in chloroform, violet. 

As seen, the terms "colorless*' and "colored'' have two dif- 
ferent meanings when applied to the reflected radiation and 
when applied to the transmitted radiation, and the color of a 
body in reflected light may be different, and frequently is differ- 
ent, from its color in transmitted light, and some bodies may be 
colorless in reflected light, but colored in transmitted light, and 
inversely. In materials of low absorption, the transmitted and 
the reflected colors must be approximately complimentary; thus 
the transmitted color of the atmosphere is orange, the reflected 
color blue. 

17. Colors are, therefore, distinguished into opaque colors and 
transparent colors. The opaque colors are those shown by the 
light reflected from the body, the transparent colors those shown 
by the light transmitted through the body. In reflected light, 
the transparent colors, therefore, show only when covering a 
white, that is reflecting, surface, and then, because the light 
reflected from the white background of the transparent coloring 
body traverses this body twice, before and after reflection, and, 
therefore, depend in their brilliancy on the background. The 
difference between opaque and transparent colors, the former 
reflecting from the surface, the latter reflecting from back of 
the colored substance, is seen by comparing the appearance of 
the two classes of colors shown in 14 and in 16, 

In its general use, the terms colorless, white, black, transparent, 
opaque, refer only to the visible radiation, that is, to the frequen- 
cies within that octave which the eye perceives as light. More 
broadly, however, these terms may in physics be applied to the 
total range of radiation, and then many substances which are 
colorless for visible light, would be considered as strongly colored, 
that is, show for different frequencies great differences in the per- 
centage of radiation which they reflect or transmit. Thus we 
have seen that glass, which is transparent for visible light, is 
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entirely opaque for some ultra-violet light and also opaque for 
ultra^red Ught of low frequency, so in this broader sense would 
have to be called colored*, the color of clear glass, however, is that 
of the visible spectrum; or, for instance, iodine solution, which is 
opaque for visible light, is transparent for ultra-red light, that is, 
its color is ultra-red, etc. 

In this broader sense, referring to the total range and not 
merely to the visible range, glass, water, mica, etc., are not color- 
less transparent but colored, and quartz is probably the most 
transparent and colorless body. 

18. The color of the body, thus, is represented by that fre- 
quency or those frequencies of radiation of which a higher per- 
centage are reflected or transmitted than of the other frequencies 
of radiation. This color, therefore, is a characteristic property 
of the body and independent of the character of the light and of 
its phs^siological effect on the eye, and can thus be called the 
actual or objective color of the body. If we consider diffused 
daylight as white, then the body appears to the eye in its 
objective or actual color when compared with a white body, 
that is, a body xmiformly reflecting all radiation in the diffused 
daylight. Under other conditions, as, for instance, in artificial 
illumination, bodies do not always appear to the eye in their 
objective colors, but may show a very different color depending 
on the character of the source of light. For instance, I have 
here a plate of colored glass: looking through it at the mercury 
lamp you see the glass has an oUve green color; but when I turn 
on an incandescent lamp you see that it is ordinary red glass. 
Its objective color is red, its subjective color in the mercury 
light is green. Looking through this glass in daylight it 
appears red as it transmits more red light than other colors of 
light, and the transmitted light thus contains a higher per- 
centage of red rays than diffused daylight. The ra)rs of the 
mercury lamp, however, contain very little red light and very 
much green light, and while by this red glass a much higher 
percentage of the red light from the mercury lamp is trans- 
mitted than of its green light, this higher percentage of trans- 
mitted red light is very much less than the lower percentage of 
the transmitted green light, and, therefore, in the transmitted 
light, green still preponderates more than in the diffused day- 
light, that is, the glass appears green. For instance, if in the 
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mercury lamp the ratio of red light to green light is only one 
hundredth of what it is in daylight, and the red glass transmits 
ten times as high ^ percentage of red as of green light, then in 
the light of the mercury lamp transmitted through this red ^ass 
the ratio of red light to green light is still only one-tenth of what 
it is in daylight, and the glass thus appears green. 

We have to distinguish between the actiuil or objective color of a 
body, which is a constant of the body, and its apparent or sub- 
jective color, which depends upon the light in which we view the 
body, and therefore may be very different for different iUiuni- 
nants, and bodies which have the same colors in one iUuminant 
may have entirely different colors in another iUuminant and 
inversely. It is, however, the subjective color of the body cor- 
responding to the particular iUuminant used which we see, and 
which is, therefore, of importance in iUuminating engineering, 
and the study of the subjective colors, therefore, is of foremost 
importance, and the success or faUure of an iUumination depends 
on the production of the desired subjective colors. 

19. Broadly, an iUumination discriminates for the color in 
which it is deficient and the color in which it is rich. The color 
in which the iUuminant is deficient — as red in the mercury lamp, 
blue and violet in the incandescent lamp — appears black; the 
color in which the iUuminant is abnormaUy rich — as yeUow in 
the incandescent lamp, green in the mercury lamp — appears as 
white; that is, both colors disappear, more or less; as colors, be- 
come colorless. Thus in the yeUow incandescent lamp, opaque 
yeUow appears the same as white, opaque blue and violet appear 
more or less as black ; transparent yeUow appears colorless, trans- 
parent blue and violet appear colorless and from Ught transparent 
grey to opaque black. In the green mercurj' lamp, opaque green 
and white appear the same, opaque red appears as black; trans- 
parent green appears colorless, and transparent red appears 
colorless, from clear transparent to grey, to opaque black, de- 
pending upon its intensity. 

It is interesting to see the difference between opaque and 
transparent colors in this respect: as opaque colors the deficient 
color turns black, the excess color white; but as transparent 
colors both become colorless and more or less transparent. Thus, 
in the mercury lamp, red and green as transparent colors both 
vanish, or rather, very greatly decrease in their prominence. 
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As the eye perceives only the resultant of radiation, very dif- 
ferent combinations of radiation may give the same impression 
to the eye, but when blotting out certain radiations, as red and 
green, in the mercury lamp, these different combinations of radia- 
tion may not give the same resultant any more, that is, become 
of different colors, and inversely, different colors, which differ 
only by such component radiations as are blotted out by an 
illuminant, become equal in this illuminant. For instance, a 
mixture of red and blue, as a diluted potassium permanganate 
solution, appears violet in daylight. In the mercury light it 
appears blue, as the red is blotted out, and in the light of the 
mcandescent lamp it appears red, as the blue is blotted out. 

I show you here, in the light of an incandescent lamp, two 
pieces of black velvet. I turn off the incandescent lamp and 
turn on the mercury lamp, and you see the one piece is blue, and 
the other black. Now I show you two pieces of brownish black 
cloth in the merciuy light. Changing to the incandescent lamp 
you see that the one is a bright crimson, and the other stiU practi- 
cally black. In both cases the color deficient in the illuminant 
appeared as black. 

This tube of copper chloride crystals appears bright green in 
the incandescent lamp. In the mercury light it is a dirty white. 
The excess color, green, is blotted out. 

These crystals of didymium nitrate, which are a light pink 
in daylight, are dark pink in the incandescent light. In the 
mercury light they are blue: the color is a mixture of red and 
blue, and the one is blotted out in the mercury light and the 
other in the incandescent light. 

These two tubes, one containing a concentrated solution of 
manganese chloride, the other a solution of didymium nitrate, are 
both a dark pink in the incandescent light. In the mercury 
light the first becomes a faint pink, the second becomes grass 
green. 

These tubes, one containing a solution of didymium nitrate, the 
other a diluted solution of nickel sulphate, appear both light green 
in the mercury light. In the incandescent lamp the former is 
dark pink, the latter dark green. [Didymium, which formerly 
was considered as an element, has been resolved into two ele- 
ments, praseodymium, which gives green saltff, and neodymium, 
which gives pink salts. It is interesting to see that this separa- 
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tion is carried out photometrically by the light: the mercury 
lamp showing only the green color of the praseodymium, the 
incandescent lamp the pink color of neodymium], 

I have here a number of tubes, which seen in the light of 
the incandescent lamp contain red solutions of nearly the same 
shade. Changing to the mercury lamp you see that they exhibit 
almost any color. As the red disappeared in the mercury lamp 
the other component colors, which did not show in the incandes- 
cent lamp as they were very much less in intensity than the red, 
now predominate: potassium permanganate solution turns blue, 
carmine blue; potassium bichromate, greenish brown; coralline, 
(an aniline dye), olive green, etc., etc. 

Again, a number of tubes, which in the mercury light appear of 
the same or nearly the same blue color, turn to very different 
colors when seen in the incandescent lamp, due to the appearance 
of red and green, which were not seen with the mercury light. 

A solution of rhodamine, however, which looks a dull red in the 
light of the incandescent lamp, turns a glowing crimson in the 
mercury lamp, due to its red fluorescence. This diluted solution 
of rhodamine and methyl green (aniUne dyes), which is grey in the 
light of the incandescent lamp, turns brownish red in the mercuiy 
lamp, the green is blotted out, while the rhodamine shows its 
red fluorescence. Thus, you see, the already very difficult prob- 
lem of judging the subjective colors of bodies under dififerent iUu- 
minants is still greatly increased by phenomena as fluorescence. 

To conclude then : we have to distinguish between colorless and 
colored bodies, between opaque colors and transparent colors, 
between color, as referred to the visible range of ladiation only, 
or to the total range, including ultra-red and ultra-violet, and 
especially we have to realize the distinction between objective or 
actual color, and between subjective or apparent color, when 
dealing with problems of illuminating engineering. 
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PHYSIOLOGICAL EFFECTS OF RADIATION. 

Visibility. 

20. The most important physiological effect is the visibility of 
the narrow range of radiation, of less than one octave, between 
wave length 76 X 10"' and 39 X 10-^ 

The range of intensity of illimiination, over which the eye can 
see with practically equal comfort, is enormous: the average 
intensity of illumination at noon of a sunny day is nearly one 
million times greater than the illumination given by the full moon, 
and still we Can see fairly well in either case; that is, the human 
eye can adapt itself to enormous differences in the intensity of 
illumination, and that so perfectly that it is difficult to realize the 
differences in intensity without measuring them. The photo- 
graphic camera realizes it. An exposure taken in li^r second 
with tV opening of the diaphragm in full sunUght usually gives a 
better photograph than an exposure of 10 minutes at full opening, 
in the light of the full moon. The ratio of time of exposure in 
the two cases, however, is about 1 to 1,000,000, thus showing the 
difference in the intensity of illumination. Also, the disk of the 
moon, when seen in daylight, has about the same intensity as the 
sky — somewhat more than the cloudless sky, less than white 
reflecting clouds. As the surface of the moon's disk, of one-half 
degree diameter, is about rjsxshnjv the surface of the sky, it thus 
foUows that the daylight reflected from the sky is about 100,000 
times more intense than the light of the full moon. 

The organ by which we perceive the radiation, the human eye 
(Kg. 20), contains all the elements of a modem photographic 
camera — an achromatic lense: the lense L, of high refractive 
power, enclosed between the two transparent liquids A and B 
which correct the color dispersion, that is, give the achromatic 
property; a diaphragm: the iris I, which allows the increase or 
decrease of the opening P, the pupil; a shutter: the eyelids and 
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the sensitive plate or retina R. The nerves of vision end at the 
back of the retina, and in the center of the retina is a spot F, 

the "sensitive spot " or " fova," at which 
the retina is very thin, and the nerve 
ends specially plentiful. At this spot we 
thus see sharpest and clearest, and it is 
this spot we use for seeing by turning 
the eye so as to fix on it the image of 
the subject we desire to see, while the 
image on the rest of the retina is used 
merely for orientation. 
The adaptabihty to the enormous 
^o. 20. range of intensity of illumination, which 

as seen we meet in nature, is secured: 

(1). By chan^ng the opening and thereby the amount of light 
admitted to the eye, by contracting or opening the pupil .'. This 
action is automatic. In low intensity of illumination the pupil 
thus is wide open and contracts at higher intensities. As this 
automatic action takes an appreciable, though short time, a flash 
light photograph shows the pupil of the eye fully open and thereby 
gives a staring impression to the faces which is avoided by keep- 
ing a photographically inactive light, as a candle, burning outside 
of the field of the camera when preparing for a flash light photo- 
graph. 

(2). By the fatigue of the optic nerves, exposed to high inten- 
sity of illumination, the nerves becomes less sensitive, while at 
low intensity they rest and thus become more sensitive, and the 
differences of sensation are hereby made very much less than 
corresponds to the differences of intensity of radiation. There- 
fore, when entering a brightly illuminated room from the dark- 
ness we are blinded in the first moment, until the eye gets 
accustomed to the light, that is, the nerves become fatigued and 
80 reduce the sensation of light. Inversely, when stepping from 
a bright room into the darkness we first see almost nothing until 
the eye gets accustomed to the darkness, that is, the nerves of 
vision are rested and their sensitivity thus increased so as to per- 
ceive the much lower intensity of illumination. 

(3). By the logarithmic law of sensation. The impression made 
on our senses, eye, ear, etc., that is, the sensation, is not propor- 
tional to the energy which produces the sensation, that is, the 
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intensity of the light, the sound, etc., but is approximately 
proportional to its logarithm and the sensation, therefore, 
chaiiges very much less than the intensity of light, etc., which 
causes the sensation. Thus a change of intensity from 1 to 
1000 is 1000 times as great a change of intensity as from 
1 to 2, but the change of sensation in the first case, log 1000 = 3, 
is only about 10 times as great as the change in the latter case, 
log 2 = 0.301. 

This logarithmic law of sensation (Fechner's Law), while usu- 
ally not clearly formulated, is fully familiar to everybody, is con- 
tinuously used in life, and has been used from practical experience 
since by-gone ages. It means that the same relative or percent- 
age change in intensity of light, sound, etc., gives the same change 
of sensation, or in other words, doubling the intensity gives the 
same change in sensation, whether it is a change of intensity from 
one candle power to two candle power, or from 10 to 20, or from 
1000 to 2000 candle power. 

It is obvious that the change of sensation is not proportional to 
the change of intensity; a change of intensity of Ught by one 
candle power gives a very marked change of sensation, if it is a 
change from one to two candle power, but is unnoticeable, if it is a 
change from 100 to 101 candle power. The change of sensation 
thus is not proportional to the absolute change of intensity — one 
candle power in either case — but to the relative or percentage 
change of intensity, and as this is 100 per cent in the first, 1 per 
cent in the latter case, the change of sensation is marked in the 
first, unnoticeable in the latter case. 

This law of sensation we continuously rely upon in practice. 
For instance, when designing an electrical distribution system for 
lighting, we consider that the variation of voltage by 1 per cent is 
permissible as it gives a change of candle power of about 5 per 
cent, and 5 per cent variation is not seriously noticeable to the eye. 
Now this 5 per cent change of candle power may be a change from 
1 to 0.95, or by ^ candle power, or it may be a change from 1000 
to 950, or by 50 candle power, and both changes we assume, and 
are justified herein from practical experience, to give the same 
change of sensation, that is, to be near the limits of permissi- 
bility. 

This law of sensation (Fechner's Law) means: 

If i = intensity of illumination, as physical quantity, that is, 
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in meter-candles or in watts radiation of specified wave length, 
the physiological effect given thereby is: 

L^A logV 

where A is a, proportionality constant (depending on the physio- 
logical measure of L) and i^ is the minimum perceptible value of 
illumination or the "threshold value," below which sensation 
ceases. 

The minimum value of change of intensity i, which is still 
just perceptible to the average human eye, is about 1.6 per cent. 
This, then, is the sensitivity limit of the human eye for changes 
of illumination. 

Obviously, when approaching the threshold value %, the sensi- 
tivity of the eye for intensity changes decreases. 

The result of this law of sensation is that the physiological efifect 
is not proportional to the physical effect, as exerted, for instance, 
on the photographic plate. The range of intensities permissible 
on the same photographic plate, therefore, is far more restricted. 
A variation of illumination within the field of vision of 1 to 1000, 
as between the ground and the sky, would not be seriously felt by 
the eye, that is, not give a very great difference in the sensation. 
On the photographic plate, the brighter portions would show 1000 
times more effect than the darker portions and thus give bad 
halation while the latter are still under exposed. A photographic 
plate, therefore, requires much smaller variations of intensity in 
the field of vision than permissible to the eye. In the same man- 
ner the variations of intensity of the voice, used in speaking, are 
far beyond the range of impression which the phonograph cylin- 
der can record, and when speaking into the phonograph a more 
uniform intensity of the voice is required to produce the record, 
other^vise the lower portions of the speech are not recorded, while 
at the louder portions the recording point jumps and the voice 
breaks in the reproduction. 

21. The sensitivity of the eye to radiation obviously changes 
with the frequency, as it is zero in the ultra-red, and in the ultra- 
violet — where the radiation is not visible — and thus gradually 
increases from zero at the red end of the spectrum to a maximum 
somewhere near the middle of the spectrum and then decreases 
again to zero at the \iolet end of the spectrum; that is, the physi- 
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ological effect produced by the same radiation power — as one 
watt of radiating power — is a maximum near the middle of the 
visible spectrum and decreases to zero at the two ends, about as 
illustrated by the curves in Fig. 21. Inversely, the mechanical 
equivalent of Ught, or the power required to produce the same 
physiological effect — as one candle power of light — is a 
minimum near the middle of the spectrum and increases from 
there to infinity at the end of the visible range, being infinite 




YEUOW QREEN 

Fig. 21. 

in the ultra-red and ultra-violet, where no power of radiation can 
produce visibility. It thus varies about as indicated in Fig. 22. 

The mechanical power equivalent of light, thus, is not constant, 
as the mechanical energy equivalent of heat — which is 426 kgm. 
or 4.25 kilo-joule per calorie — but is a function of the frequency, 
that is, of the color of radiation, with a maximum, probably not 
very far from 0.01 watt per candle power in the middle of the 
spectrum. 

When comparing, however, the physiological effects of different 
frequencies of radiation, that is, different colors of Ught, the diflBi- 
culty arises that different colored Ughts cannot be compared 
photometrically, as all photometers are based on making the illu- 
mination produced by the two different sources of Ught equal, and 
when these sources of Ught are of different color they can never 
become equal. As long as the colors are not very different — 
two different shades of yeUow or yellowish white and white — the 
eye can stiU approximately estimate the equaUty of int^isity and 
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thus compare them, though not as accurately as when the two 
sources of light are of the same color. With very great color 
differences, as green light and orange light, this is no longer 
feasible. However, an accurate comparison can still be made on 
the basis of equal ease in distinguishing objects. As the pur- 




Fig. 22. 

pose for which light is used is to distinguish objects, the correct 
comparison of hghts obviously is on the basis of equal distinctness 
of objects illuminated by them; that is, two lights, regardless 
whether of the same or of different colors, give the same candle 

that is, the same physiological effect, if they enable us to 

Liish objects with the same ease at the same distance, 
ence has shown that the sharpest distinction, that is, the 
t accuracy in comparing different lights in this manner, is 
i by determining the distance from the source of light at 
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which print of moderate size just ceases to be readable. For this 
purpose the print must be a mixture of letters which do not form 
intelligible words and the point which can be determined most 
accurately is where large letters, as capitals, are still readable, 
while small letters are already unreadable (see p. 174). Obviously, 
in comparing different colors of light the object must be colorless, 
that is, the print be black on white. This method of comparison 
of the physiological effect, by what has been called the "lumino- 
meter," is theoretically the most correct, as it is independent of 
the color of light. It is, however, not as accurate as the compari- 
son by photometer, and thus the average of a number of observa- 
tions must be used. The only error which this method leaves is 
that due to the difference in the sensitivity of different eyes, that 
is, due to the differences between the sensitivity curves (Fig. 21), 
and this in most cases seems to be very small. 

22. It is found, however, that the sensitivity curve for different 
colors of radiation is a function of the intensity of radiation; that 
is, the maximum sensitivity point of the eye is not at a definite 
frequency or wave length, but varies with the intensity of illumi- 
nation and shifts more towards the red end of the spectrum for 
high, towards the violet end of the spectrum for low intensity of 
illumination, and for illumination of very high intensity the maxi- 
mum physiological effect takes place in the yeUow light, while for 
very low intensity of illumination it occurs in the bluish green 
light; that is, at high intensity yellow light requires less power 
for the same physiological effect than any other color of Ught, 
while for low intensity, bluish green light requires less power for 
the same physiological effect than any other color of Ught. Thus, 
if an orange yellow light, as a flame carbon arc, and a bluish green 
fight, as a mercury lamp, appear of the same intensity from the 
distance of 100 feet, by going nearer to the lamps the orange 
yellow appears to increase more rapidly in intensity than the 
bluish green, and from a very short distance the former appears 
glaring bright, while the latter is disappointing by not showing 
anywhere near the same apparent intensity. Inversely, when 
going further and further away from the two lamps the orange 
yellow light seems to fade out more rapidly than the bluish green, 
and has practically disappeared while the bluish green is still 
markedly visible. A mercury lamp, therefore, can be seen from 
distances from which a much brighter yellow flame arc is practi- 
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cally invisible, but inversely, from a very short distance the 
yellow light appears dazzling, while a mercury lamp of hi^er 
candle power appears less bright. 

Rg. 23 illustrates the change of sensitivity with intensity, by 
approximate curves of the variation of the relative sensitivity of 
the average human eye with the intensity i of illumination in 
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Fig. 23. 

meter candles (or rather log ?*) as abscissas, for red light, wave 
length 65.0; drange yellow light, wave length 59; bluish green 
light, wave length 50.5; and violet light, wave length 45.0. 

As seen for red Ught as well as violet light — the two ends of 
the visible spectrum — the sensitivity is low, while for orange 
yellow as well as bluish green light — near the middle of the 
visible range — the sensitivity is high. 

For bluish green light, however, the sensitivity is high at low 
and moderate intensities but falls off for high intensities, while 
for orange yellow light the sensitivity is high at high intensities 
and falls off at medium and low intensities and ultimately vanishes, 
that is, becomes invisible at intensities many times higher than 
those at which green light is still well visible. 

Red light vanishes from visibility still earlier than orange yel- 
low light, while violet light remains visible even at very low 
intensities. 

The vanishing points of the different colors of light, that is, 
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the minimum intensities which can just be perceived are, approxi- 
mately, at: 

Color red orange yellow green blue violet 

Wave length iw - 67 60.5 67.5 60.5 47 43 X VT^ 

Meter-candles in- 
tensity.. .. to - 0.06 0.0066 0.0029 0.00017 0.00012 0.00012 

Relative radiation 

power po "- 10,000 1000 100 1 2 20 

That is, the minimum visible amount of green light represents 
the least amount of power; the minimum visible amount of 
blue light requires twice as much power as green light; violet 
light 20 times as much, but yellow light 100 times and red light 
even 10,000 times as much power as green light at the threshold 
of visibility. 

While the intensity of radiation varies inversely proportional 
to the square of the distance, it follows herefrom that the physio- 
logical effect of radiation does not vary exactly with the square 
of the distance, but varies somewhat faster, that is, with a higher 
power of the distance for orange yellow or the long-wave end of 
the spectrum, and somewhat slower, that is, with a lesser power 
of the distance than the square, for bluish green or the short-wave 
end of the spectrum. 

This phenomenon is appreciable even when comparing the 
enclosed alternating carbon arc with the open direct current car- 
bon arc : by photometer, where a fairly high intensity of illumi- 
nation is used, the relative intensity of the two arcs is found 
somewhat different than by luminometer, that is, by reading 
distances nearer the lower limit of visibility. For low intensities, 
the alternating arc compares more favorably than for high 
intensities. 

It follows, therefore, that in the photometric comparison of 
illuminants, where appreciable color differences exist, the inten- 
sity of illumination at which the comparison is made must be 
given, as it influences the result, or the candle power and the 
distance of observation stated. 

23. Not only the sensitivity maximum is different for low and 
for high intensity of illumination, but the shape of the sensi- 
tivity curve also is altered, and for low intensity is more peaked, 
that is, the sensitivity decreases more rapidly from a maximum 
towards the enda of the spectrum than it does for high intensity 
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of illumination as indicated by the curves in fig. 24 which 
shows approximate sensitivity curves of the average human eye: 
(a) for every low illumination near the treshold value of visi- 
bility or 0.001 meter-candles; (b) for medium illumination, 4.6 
meter-candles; (c) for very high illumination, 600 meter-candles. 
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FiQ. 24. 

(1 meter-candle is the illumination produced by 1 candle power 
of light intensity at 1 meter distance; N meter-candles, thus, the 
illumination produced by a Ught source of N candle power at 1 

meter distance or of 1 candle power at — = meter distance, etc.). 

VN 

As seen, curve (a) ends at wave length A^ = 61 X 10"*; that is, 
for longer waves or orange and red light, 0.001 meter-candles is 
below the threshold value of visibility, hence is no longer visible. 

The maximum visibility, that is the sensitivity maximum of 
the human eye, lies at wave length. 

l^ = 51.1, bluish green for very low intensity, curve (a). 
If^ = 53.7, yellowish green for medium intensity, curve (6) . 
l^ = 56.5, yellow for high intensity, curve (c). 

The sensitivity maximum varies with the intensity about as 
shown in Fig. 25; that is, it is constant in the bluish green for 
low intensities, changes at medium intensities in the range be- 
tween 0.5 and 50 meter-candles and again remains constant in 
the yellow for still higher intensities. 
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The sensitivity curves, as given in Fig. 24, have the general 
character of probability curves : 

where l^ is the wave length at maximum sensitivity and H^ is 
the sensitivity at this wave length, that is, the maximum sensi- 
tivity and A;, is a constant which is approximately 120 for low, 
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Fig. 26. 

62 for high intensities and changes in approximately the same 
range of intensities in which i„^ changes; A, is also plotted in 
Fig. 25. 

This effect of the intensity of illumination on the sensitivity of 
the eye is very important in illuminating engineering as it deter- 
mines the color shades which are most effective for the particular 
purpose. For instance, in sending the light to great distances, 
for signalling, etc., the bluish green of the mercury lamp is best 
suited, carries farthest, and the yellow flame arc the poorest; the 
white carbon arc superior to the yellow flame arc, even where the 
latter is of greater intensity. Inversely, where a big glare of 
light is desired, as for decorative piuposes, for advertising, etc., 
the yellow flame carbon arc is best suited, the bluish green mer- 
cury lamp disappomting. 

Apparent exceptions may exist: for instance, the long waves of 
the orange yellow penetrate fog better than the short waves of 
bluish green, and for lighthouses, where the important problem is 
to reach the greatest possible distance in fog, yellow light, thus, 
may be superior. In general, however, the bluish green is superior 
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in visibility to the orange yellow for long distances, and inveredy, 
the orange yellow is superior for short distances. 
• At the limits of visibility the eye is very many times more 
sensitive to green light and, in general, high-frequency light, than 
to orange yellow and, in general, low-frequency light. 

A necessary result of the higher sensitivity of the eye for green 
light is the preponderance of green in gas and vapor spectra. As 
no special reason exists why spectrum lines should appear more 
frequently at one wave length than at any other and as the radia- 
tion is most visible in the green, this explains, somewhat, the 
tendency of most highly eflScient illuminants towards a greenish 
or yellow color (as, for instance, the Welsbach mantel, the Nemst 
lamp, etc.). 

Pathological and Other Effects on the Eye. 

24. Radiation is a form of energy, and thus, when intercepted 
and absorbed, disappears as radiation by conversion into another 
form of energy, usually heat. Thus the light which enters the 
eye is converted into heat, and if its power is considerable it may 
be harmful or even destructive, causing inflammation or bums. 
This harmful effect of excessive radiation is not incident to any 
particular frequency, but inherent in radiation as a form of 
energy. It is, therefore, greatest for the same physiological effect, 
that is, the same amount of visibility, for those frequencies of 
light which have the lowest visibility or highest power equiva- 
lent, that is, for the red and the violet and least for the green and 
the yellow, which for the same amount of visibility represent 
least power. Hence, green and greenish yellow light are the most 
harmless, the least irritating to the eye, as they represent the 
least power. We feel this effect and express it by speaking of 
the green light as "cold light" and of the red and orange light as 
"hot" or "warm." The harmful effect of working very much 
under artificial illumination is largely due to this energy effect, 
incident to the large amount of orange, red, and ultra-red 
in the radiation of the incandescent bodies used for illuminants 
and thus does not exist with " cold light," as the light of the 
mercury lamp. 

Blue and violet light, however, are just as energetic, or "hot," 
as orange and red light, and the reason that they are usually not 
recognized as such is that we have no means to produce efficiently 
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powerful blue and violet light, and if we could produce it would 
not be able to use it for illumination, due to the specific effects of 
this light which will be described in the following. 

In Fig. 26, let the curve A represent roughly the mechanical 
pK)wer equivalent of light for average intensity, that is, the power 
required to produce the same physiological effect or the same 
candle power. The distribution of power in an incandescent 




Fia. 26. 

lamp carbon filament would be somewhat like C. Hence, the 
^hjrsiological effect falls off somewhat towards the green, as C 
drops more than A, and almost vanishes m the blue and violet, as 
C rapidly decreases, while A, the power required to give the same 
physiological effect, rapidly increases. From the yellow towards 
the red the phjrsiological effect again decreases somewhat, but 
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the radiation still increases towards the ultra-red. Dividing C 
by A then gives the distribution of the physiological effect, curve 
C, that is, of visibility, in the incandescent lamp spectrum, show- 
ing that the color of the Ught is yellow. Hg gives the distribu- 
tion of power in the mercury spectrum. It is shown in dotted 
lines, as the distribution is not continuous, but the power massed 
at definite points, the spectrum lines of mercury. Hg' then gives 
the visibihty curve by dividing Hg hy A. As seen, the ratio of 
the area of Hg' to Hg, that is, the ratio of the physiological effect 
to the power, is much less than the ratio of the area of C to C; 
that is, the former produces for the same amount of visibility far 
less heat and thus is safer. 

25. Excessive intensity, such as produced at a short-circuiting 
arc, is harmful to the eye. The human organism has by evolu- 
tion, by natural selection, developed a protective mechanism 
against the entrance of radiation of excessive power into the eye: 
at high intensity of illumination the pupil of the eye contracts 
and thus reduces the amount of light admitted, and a sudden 
exposure to excessive radiation causes the eyeUds to close. This 
protective mechanism is automatic; it is, however, responsive 
mainly to long waves of radiation, to the red and the yellow light, 
but not to the short waves of green, blue and violet light. The 
reason for this is apparently that all sources of excessive radia- 
tion which are found in nature, the sun and the fire, are rich in 
red and yellow rays, but frequently poor in rays of short wave 
length, and, therefore, a response to short wave lengths alone would 
not be sufficient for protection as they might be absent in many 
intense radiations, while a response to long waves would be 
suflScient since these are always plentiful in the intense radiations 
foimd in nature. 

It is only of late years that iUuminants, as the mercury lamp, 
which are deficient in the long waves, have been produced, and for 
these the protective action of the eye, by contracting the pupil, 
fails. This absence or reduction of the contraction of the pupil 
of the eye in the light of the mercury lamp is noticed when passing 
from a room well illuminated by incandescent lamps, to one equally 
well illuminated by mercury lamps and inversely. When changmg 
from the incandescent light to the mercury light, the illumination 
given by the latter at first appears dull and inferior as the pupil 
is still contracted, but gradually gains in intensity as the pupil 
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opens; and inversely, coming from the mercury light to the incan- 
descent light, the latter first appears as a big glare of light, the 
pupil still being open, but gradusdly dulls down by the contraction 
of the pupil. 

This absence of the automatic protective action of the eye 
against light deficient in long waves is very important, as it means 
that exposure to excessive intensity of illumination by mercury 
light may be harmful, due to the power of the light, against which 
the eye fails to protect, while the same or even greater power of 
radiation in yellow light would be harmless, as the eye wiU pro- 
tect itself against it. The mercury lamp, therefore, is the safest 
illuminant, when of that moderate intensity required for good 
illumination, but becomes harmful when of excessive intensity, as 
when closely looking at the lamp for considerable time, when 
operating at excessive current. The possibility of a harmful 
effect is noticed by the light appearing as glaring. This phe- 
nomenon explains the contradictory statements occasionally inade 
regarding the physiological effect of such illuminants. 

26. Up to and including the green light, no specific effects, 
that is, eififects besides those due to the power of i^iation, seem 
yet to exist. They begm, however, at the wave length of blue 
light. 

I show you here a fairly intense blue violet Ught, that is, Ught 
containing only blue and violet radiation. It is derived from a 
vertical mercury lamp, which is surrounded by two concentric 
glass cylinders welded together at the bottom. The space be- 
tween the cylinders is filled with a fairly concentrated solution 
of potassium permanganate (strong copper nitrate solution or a 
cupric-ammon salt solution, though not quite so good, may also 
be used) which is opaque to all but the blue and violet radiations. 
As you see, the Ught has a very weird and uncanny effect, is 
extremely irritating: you can see by it as the intensity of illumi- 
nation is fairly high, but you cannot distinguish everything, and 
especially the lamp is indefinite and hazy: you see it, but when 
you look at it it disappears, and thus your eye is constantly trying 
to look at it and still never succeeds, which produces an irritating 
restlessness. It can well be believed that long exposure to such 
illumination would result in insanity. The cause of this weird effect 
— which is diflicult to describe — probably is that the sensitive 
spot on the retina, that is, the point on which we focus the image 
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of the object which we desire to see, or the fova F in Fig. 19, is 
blue blind, that is, does not see the blue or violet light. Thus we 
see the lamp and other objects indistinctly on the outer range of 
the retina, but what we try to see distinctly disappears when 
focused on the blue blind spot F. This spot, therefore, is often 
called the "yellow spot," as we see yellow on it — due to the 
absence of the vision of blue at this particular place of the retina. 

To produce this effect requires the mercury lamp; most other 
illuminants do not have suiBBcient blue and violet rays to give 
considerable illumination of this color and even if they do, no 
screen which passes blue and violet is sufficiently opaque to the 
long waves not to pass enough of them to spoil the effect, if the 
illuminant is rich in such long waves. The mercury lamp, how- 
ever, is deficient in these, and thus it is necessary only to blind off 
the green and yellow rays in order to get the blue and violet light. 

I show you here a mercury lamp enclosed by a screen consist- 
ing of a solution of naphtol green (an aniline dye) which transmits 
only the green light. As you see, in the green the above-described 
effect does not exist, but the vision is clear, distinct and restfuL 

27. Beyond the violet the radiation is no longer visible to the 
eye as light. There is, however, a faint perception of ultra-violet 
light in the eye, not as distinct light, but rather as an indis- 
tinct, uncomfortable feeling, some form of dull pain, possibly 
resulting from fluorescence effects caused by the ultra-violet 
radiation inside of the eye. With some practice the presence of 
ultra-violet radiation thus can be noticed by the eye and such 
light avoided. In the ultra-violet, and possibly to a very slight 
extent in the violet and even in the blue, a specific harmful effect 
appears, which possibly is of chemical nature, a destruction by 
chemical dissociation. This effect increases in severity the fur- 
ther we reach into the ultra-violet, and seems to become a 
maximum in the range from one to two octaves beyond the violet. 
These very short ultra-violet rays are extremely destructive to 
the eye: exposure even to a moderate intensity of them for very 
few minutes produces a severe and painful inflammation, the 
after effects of which last for years, and long exposures would 
probably result in blindness. The chronic effects of this inflam- 
mation are similar to the effect observed in blue light: inability 
or difficulty in fixing objects on the sensitive spot F, so that with- 
out impairment of the vision on the rest of the retina clear dis- 
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tinction is impaired and reading becomes difficult or impossible, 
especially in artificial illumination. It appears as if the sensitive 
spot F, or the focusing mechanism of the eye, were over-irritated 
and when used, for instance in reading, becomes very rapidly 
fatigued and the vision begins to blur. If further irritation by 
ultra-violet light or by attempting to read, etc., is avoided, 
gradually the rapidity of fatigue decreases, the vision remains 
distmct for a longer and longer time before it begins to blur and 
ultunately becomes normal again. 

The inflammation of the eye produced by ultra-violet light 
appears to be dififerent from that caused by exposure to high- 
power radiation of no specific effect, as the light of a short circuit 
of a high-power electric system, or an explosion, etc. 

The main differences are: 

1. The effect of high-power radiation (power bum) appears 
immediately after exposure, while that of ultra-violet radiation 
(ultra-violet bum) appears from 6 to 18 hours after exposure. 

2. The extemal symptoms of inflammation: redness of the 
eyes and the face, swelling, copious tears, etc., are pronoimced 
in the power bum, but very moderate or even entirely absent 
in the ultra-violet bum. 

3. Complete recovery from a power bum even in severe cases 
usually occurs within a few days, leaving no after effects, while 
recovery from an ultra-violet bum is extremely slow, taking 
months or years, and some after effects, as abnormal sensitivity 
to radiation of short wave lengths, may be practically permanent. 

The general phenomena of a severe power bum are: 

Temporary bUndness immediately after exposure, severe pains 
in the eyes and the face, redness of eyes and face, swelling, copi- 
ous tears, etc. These effects increase for a few hours and then 
decrease, yielding readily to proper treatment: appUcation of 
ice, cold boric acid solution, etc., and complete recovery occurs 
within a few days. 

In chronic cases, as excessive work under artificial illumination, 
the symptoms appear gradually, but recovery, if no stmctural 
changes in the eyes have occurred, is rapid and complete by 
proper treatment and discontinuance of work under artificial 
illumination. 

Most artificial light is given by temperature radiation (incan- 
descent lamp, gas and kerosene flame), and therefore its radiation 
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consists of a very small percentage only of visible light (usually 
less than 1 per cent), while most of its energy is in the ultra-red 
and invisible, and for the same amount of visible radiation or 
light the total radiated power thus is many times greater than 
with daylight. Regarding chronic " power bum," artificial light, 
therefore, is much more harmful than daylight, that is, much 
more energy enters the eye under incandescent iUumination than 
under much more powerful daylight illumination. 

In a severe ultra-violet bum no immediate symptoms are 
noticeable, except that the light may appear uncomfortable 
while looking at it. The onset of the symptoms is from 6 to 18 
hours later, that is, usually during the night foUowing the ex- 
posure, by severe deep-seated pains in the eyes; the external 
appearance of inflammation is moderate or ateent, the vision is 
not impaired, but distinction made difficult by the inability to 
focus the eye on any object. The pains in the eyes and head- 
ache yield very slowly; for weeks and even months any attempt 
of the patient to use the eyes for reading, or otherwise sharply 
distinguishing objects, leads to blurring of the vision; the letters 
of the print seem to run around and the eye cannot hold on 
to them, and severe headache and deep-seated pains in the 
eyes foUow such attempt. Gradually these effects become less; 
after some months reacling for a moderate length of time during 
daylight is possible, but when continued too long, or in poor 
Ught, as in artificial illumination, leads to blurring of the vision 
and head or eye ache. Practically complete recovery occurs 
only after some years, and even then some care is necessary, as 
any very severe and extended strain on the eyes temporarily 
brings back the symptoms. Especially is this the case when 
looking at a light of short wave length, as the mercury arc; that 
is, there remains an abnormal sensitivity of the eye to light of 
short wave lengths, even such Ught which to the normal eye is 
perfectly harmless, as the mercury lamp. 

In chronic cases of ultra-violet bum, which may occur when 
working on unprotected arcs, and especially spark discharges 
(as in wireless telegraphy), the first symptoms are: occasional 
headaches, located back of the eyes, that is, pains which may 
be characterized either as headache or as deep-seated eye ache. 
These recur with increasing frequency and severity. At the 
same time the blurring of the vision begins to be noticeable 



Digitized by VjOOQIC 



' PHYSIOLOGICAL EFFECTS OF RADIATION. 66 

and the patient finds it more and more diflBcult to keep the eye 
focused for any length of time on objects, as the print when read- 
ing. These symptoms increase in severity until the patient 
is obliged to give up the occupation which exposed him to ultra- 
violet light, and then gradual recovery occurs, as described above, 
if the damage has not progressed too far. 

In mild cases recovery from power bums may occur in a few 
hours and complete recovery from mild ultra-violet bums in 
a few weeks. 

Both types of bum may occasionally occm* simultaneously 
and their sjrmptoms then successively. 

For instance, in a case of an exposure while working for about 
half an hour with a flame-carbon arc without enclosing glass 
^obe (such an arc contains large amounts of high-power radia- 
tion, of yellow and orange color, but also a considerable amount 
of ultra-violet rays), the symptoms of the power bum increased 
in severity for a few hours, and then rapidly vanished by the 
application of cold water, and recovery was practically complete 
six hours after exposure; then some hours later, in the middle 
of the night, the patient was awakened by severe pains in the 
eyes, the symptoms of the ultra-violet bum, and had to seek 
medical attendance. Under proper treatment recovery occiured 
in a few days, but the blurring of the vision was appreciable 
for some daj^ longer, and the sensitivity to high-frequency light 
for some weeks. 

28. Arcs produce considerable amount of ultra-violet light,* 
and in former experiments we have used a high frequency iron 
arc for producing ultrarviolet light and also have seen that even a 
very thin sheet of glass is opaque for these radiations. For very 
long ultra-violet rays, that is, the range close to the visible violet, 
glass is not quite opaque, but becomes perfectly opaque for about 
one-quarter to one-half octave beyond the violet, and in this first 
quarter of an octave the harmful effect of the ultra-violet radia- 
tion is still very small and becomes serious only when approach- 
ing a distance of about one octave from the visible end of the 
violet. Clear transparent glass thus offers a practically complete 
protection against the harmful effects of ultra-violet light, except 
when the latter is of excessive intensity, and thus arcs enclosed 

* An arc between silicon terminab emits especiftlly powerful ultra-violet 
mdiation accompanied by little visible light. 
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by glass globes are harmless. It is, however, not safe to look 
mto and work in the Ught of open metal arcs for too long a 
time. 

The carbon arc gives the least ultra-violet rays, so little that 
even without enclosure by glass it is fairly safe; metal arcs give 
more and the mercury arc gives the greatest amoimt and reaches 
to the farthest distance beyond the visible, and these very destruc- 
tive very short ultra-violet rays have so far only been observed in 
the radiation of a low temperature mercury arc in a quartz tube: 
quartz being transparent to these rays while glass is opaque. 
The high temperature mercury arc in a quartz tube, that is, arc 
operated near atmospheric pressure as it is used to some extent 
for illumination, especially abroad, seems to be much less dan- 
gerous than the low temperature or vacuum arc, but it also 
requires a protecting glass globe. 

In general, no metal arc, spark discharge, or glow discharge 
should ever be used industrially or otherwise without being en- 
closed by a glass globe, preferably of lead glass, if located so that 
it may be looked at. Those experimenting with arcs or other 
electric discharges should always protect their eyes by the inter- 
position of a glass plate. 

Thus the sparks of wireless telegraph stations, the discharges 
of ozonizers, the arcs of nitric acid generators, electric furnaces, 
etc., may be dangerous without glass enclosure. 

While artificial illuminants, and especially metal arcs, give 
an appreciable amount of ultra-violet Ught, these ultra-violet 
rays extend only to about one-quarter octave beyond the visible 
violet and if, as is always the case, the illuminant is enclosed by 
glass, the harmful effect of these long ultra-violet rays is negli- 
gible. The radiation of the sun also contains ultra-violet rays, 
and a larger percentage compared with the total radiation than 
any glass-enclosed artificial illuminant, and as the Ught of thesiin, 
that is, dayUght, is recognized as perfectly harmless, as far as 
this specific destructive action is concerned, the same appUes to 
the artificial iUuminants, as they contain less ultra-violet rays 
than the Ught of the sun. 

This specific destructive action on the eye of short ultra-violet 
radiation extends beyond the blank space in the spectrum of 
radiation (Fig. 14) and still exists, though possibly to a lesser 
extent, in the X-rays. 
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Pathological and Therapeutic Effects of Radiation. 

29. Radiation impinging on the tissue of the human body 
or other living organisms exerts an influence depending on 
intensity, power and frequency. The effect on the eye has been 
discussed in the preceding paragraphs. The specific chemical 
rffect in supplying the energy of plant life will be more fully 
discussed in the following under chemical effects. As is to be 
expected, the effect of radiation on the Uving protoplasm 
of the cells is stimulating if of moderate intensity, destructive 
if of excessive intensity; that is, by the energy of the radiation 
the motions of the parts of the protoplasm-molecule are in- 
creased, and, if the intensity of radiation is too high, the mole- 
cule thus is torn asunder, that is, destroyed, the living cell 
killed and inflammation and necrosis (mortification) result. 
If the intensity is moderate, merely an increase of the rapidity 
of the chemical changes in the protoplasm, which we call life, 
results; that is, the radiation exerts a stimulating effect, in- 
creasing the intensity of life, causing an increased renewal of 
worn-out tissue and reconstruction, and thus is beneficial or 
curative, especially where the metabolism is sluggish. 

Just as in the action on the eye, two different effects probably 
exist: a general effect due to the energy of the radiation — which 
with sunlight is a maximmn beyond the visible close to the red 
end of the spectrum, and with most artificial illuminants (those 
based on incandescence) reaches a maximum still further in 
the ultra-red — and a specific effect depending on the frequency. 

The power effect is general and probably fairly uniform 
throughout the exposed tissue, appears simultaneous with or 
immediately after the exposure, and thus practically no danger 
of harmful results from destruction of tissue exists, as excessive 
intensity makes itself felt immediately, before far-going destruc- 
tion of tissue can occur, and, therefore, the only possible danger 
which could exist would be in the indirect effect of stimulation 
on other organs of the body, as the heart. Thus the use of in- 
candescent light as stimulant appears fairly harmless. 

Different is the specific action of high-frequency radiation. 
This occurs only some time after exposm-e, from a few hours to 
several weeks (with X-rajrs). As these higher frequencies are not 
felt by the body as such and exert a powerful action even at such 
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low intensities that their energy is not felt as heat, and, further- 
more, the susceptibility of different people may be different, 
there is nothing to guard against excessive and thereby harmful 
exposure. Furthermore, the damage is far more severe and 
lasting than with the power effect, and fatal cases have occurred 
years after exposure. Possibly, as may be expected from 
selective action, only a few cells in the Uving tissue are killed 
by the radiation, and the disintegration products of these dead 
cells then gradually involve the surrounding Uving cells, causing 
their destruction or degeneration, so that the harm is far out of 
proportion with the immediate destructive effect of the radia^ 
tion proper, especially with penetrating forms of radiation, as 
X-rays and radium rays, in which the lesions are correspondingly 
deep-seated. 

High-frequency radiation (violet, ultra-violet, X-ray) should 
therefore be used only under the direction of experts fully 
familiar with their physiological action and danger. 

The specific action of high-frequency radiation is still absent 
in the green, begins sUghtly in the blue and violet, increases 
into the ultra-violet and persists up to the highest frequencies of 
the X-rays. It is shared also by the radiation of the radio-active 
substances, as the alpha and beta rays of radium. While the 
maximum of this effect probably also lies in the ultra-violet, 
from one to two octaves beyond the visible spectrum, the 
effect is profoundly modified by the transparency or opacity of 
the tissue for different frequencies, and the character of the stimu- 
lating and pathological effects greatly depends on the depth to 
which the radiation penetrates the body. 

The largest part of the organism is water. Water is trans- 
parent for visible light, becomes more and more opaque in the 
ultra-red as well as in the ultra-violet, and is again fairly trans- 
parent for X-rays. Blood is fairly transparent for the long 
visible raj^ of red and yellow, but nearly opaque for the shorter 
violet and ultra-violet rays. Hence next to the X-rays which 
can pass through the body, the longest visible rays of red and 
yellow penetrate relatively deepest into the body, though even 
they are practically absorbed within a short distance from the 
surface. Thus while the energy maximmn of the simlight 
is in the ultra-red, the maximum physiological effect probably 
is that of the red and yellow rays : the same which are the active 
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rajrs in plant life. The violet and ultra-violet rays are absorbed 
dose to the surface of the body by the blood, which is opaque 
for them. They can thus be made to penetrate deeper — as is 
done in their therapeutic use — by freeing the tissue of the body 
from blood by compression or other means. Even then, how- 
ever, probably only the longest ultra-violet rays penetrate, the 
very short ones being kept out by the opaque character of the 
water in the tissue. 

The penetration of the radiation of the sunlight into the human 
body is very greatly reduced by acclimatization, which leads 
to the formation of a protective layer or pigment, more or less 
opaque to the light. Such acclimatization may be permanent 
or temporary. Permanent acclimatization has been evolved 
during ages by those races which developed in tropical regions, 
as the negroes. They are protected by a black pigment under 
the skin, and thereby can stand intensities of solar radiation 
which would be fatal to white men. A temporary acclimatiza- 
tion results from intermittent exposure to sunlight for gradually 
increasing periods: tanning, and enables the protected to stand 
without harmful effects exposure to sunlight which would pro- 
duce severe sunburn in the unprotected. This acquired protec- 
tion mostly wears off in a few weeks, but some traces remain 
even after years. 

A sli^t protection by pigmentation also exists in white men, 
and its differences lead to the observed great differences in sensi- 
tivity to solar radiation: blondes, who usually have very light 
pigmentation, are more susceptible to sunburn and sunstroke than 
the more hi^y pigmented brunette people. 

In sunburn we probably have two separate effects super- 
imposed upon the other: that due to the energy of the solar 
radiation and the specific effect of the high frequencies, which 
to a small extent are contained in the sunlight. The two effects 
are probably somewhat different, and the high-frequency effect 
tends more to cause inflammation of the tissue, while the energy 
effect tends towards the production of pigmentation (tanning), 
and the 83rmptoms of sunburn thus vary with the different pro- 
portions of energy radiation and of high-frequency radiation as 
depending on altitude, humidity of the air, the season, etc. 

30. The action of radiation on living organisms is stimulating 
if of moderate intensity, destructive if of high intensity. Thus 
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it is analogous with that of any other powerful agent or drug, 
as alcohol, caffeine, etc. The intensity of Ught which is destruc- 
tive to Ufe largely depends on the amount of light to which the 
organism is accustomed. Those organisms which live in the 
dark may be killed by an amoimt of Ught which is necessary 
for the Ufe of other organisms. Amongst the saproph3rtic bacilli, 
for instance (the germs of putrefaction), many species Uve in the 
Ught, and die, or at least do not multiply, if brought into the 
dark, while other putrefactive bacilU Uve in the dark and are 
kiUed by Ught. The latter also is the case with the pathogenic 
bacilU, that is, the disease germs, as the baciUus of tuberculosis, 
cholera, etc. As these Uve in the dark, the interior of the body, 
they are rapidly kiUed by Ught. light, and radiation in general, 
therefore is one of the most powerful germicides and disinfect- 
ants. One of the most effective prophylactic measures, espe- 
ciaUy against the diseases of civiUzation, as tuberculosis, etc., thus 
is to flood our homes with U^t, especiaUy direct sunU^t, while 
our habit of keeping the Ught out of our houses by curtains, 
shades, etc., closing our residences almost Ught-tight, when 
leaving them for some time, converts them into breeding places 
of disease germs, and then we wonder about mortaUty. 

Obviously excessive Ught intensity ultimately becomes harm- 
ful even to the human organism, and it is therefore advisable 
to protect ourselves against the light when it becomes annoying 
by its intensity. It has even been claimed that the impossibiUty 
of white men to become permanently accUmatized in tiie tropics 
and the change in the temperament of the population of our 
country within a few generations from their inmiigration: 
the increased nervousness, restlessness and "strenuousness," 
are the result of the greater intensity of the sunUght, especiaUy 
its high-frequency radiation, compared with the more cloudy 
cUmate of our original Eiux)pean home. Whether this is the 
case remains to be further investigated. It is hard to beUeve, 
however, that such a profound effect should result from the 
exposure of a small part of the body, face and hands, to a more 
intense Ught, and the failure of accUmatization in the tropics 
could weU be explained by the higher temperature and its damag- 
ing effect, while the change from Eiux)pe to America is not merely 
a change from a more cloudy to a more sunny climate, but 
from a maritime cUmate, that is, climate having fairly uniform 
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and slowly changing temperatures, to a continental climate; 
with its rapid changes of temperature and enormous temperature 
extremes, and the difference between continental and maritime 
climate may be suspected as the cause in the change of the tem- 
perament of the races. 

As men have lived for ages in the light, the cells of the human 
body are far more resisting to the light than the disease germs, 
which for ages have Uved in the dark; and light, and more 
particularly the high-frequency violet and ultra-violet radiation 
and the X-rays, thus have found a useful therapeutic appUcation 
in killing disease germs in the hiunan body. Thus, by expos- 
ing the diseased tissue to high-frequency radiation, the disease 
germs are killed, or so far damaged that the body can destroy 
them, while the cells of the body are stiU unharmed, but stimu- 
lated to greater activity in combating the disease germs. As 
seen, for this purpose the radiation must be of sufficient intensity 
and duration to kill or damage the baciUi, but not so intense 
as to harm the cells of the body. Surface infections, as tubercu- 
losis of the skin (scrofulosis, lupus), thus are effectively and 
rapidly cured by high-frequency light. More difficult and less 
certain the effect is if the infection is deeper seated, as then 
the radiation must penetrate a greater thickness of tissue to 
reach the bacilli, and is thereby largely absorbed, and the danger 
thus exists that, before a sufficient intensity of radiation can be 
brought to the seat of the infection, the intensity at the surface 
of the tissue may become harmful to the cells of the body. In 
this case the more penetrating X-rays would be more applicable, 
as they can penetrate to any depth into the body. They are, 
however, so far distant in frequency from the light radiation, 
that the accUmatization of the body to the light radiation 
probably exists only to a lesser extent against the X-rays; that 
is, the diflference in the destructive effect on the baciUi and on 
the cells of the body, on which the curative effect is based, prob- 
ably is less with the X-rays than with the long ultra-violet waves. 

Since Dr. Finsen introduced phototherapy and radiotherapy, 
about fifteen years ago, it thus has found a very extended and 
useful field, within its limitation. 

This greater destructive action of radiation on micro-organisms 
than on the cells of the human body, extends not merely to the 
pathogenic bacilli, but to all organisms living in the dark. 
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Thus the spermatozoa — which biologically are independent 
living organisms — seem to be killed by X-rays before any 

J :_ Jqjj^ ^ |.jjg body, and permanent sterility then 

nongst the cells of the body differences seem to exist 
istivity. It is claimed, for instance, that the sensory 
irst paralyzed by violet radiation and that intense 
can thus be used to produce local ansBsthesia, suf- 
linor operations. 

illy the effect of light may be harmful in the relation 
an body to invading bacilli. In some eruptive in- 
smallpox, ulceration of the skin (leading to mark- 
to be avoided if the patient is kept from the light, 
irse of the disease mitigated. As red light, however, 
give no effect, instead of perfect exclusion of light, 
i very feasible, the use of red light thus seems to offer 
advantage. 
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CHEMICAL AND PHYSICAL EFFECTS OF RADIATION. 

Chemical Effects. 

31. Where intense radiation is intercepted by a body chemical 
action may result by the heat energy into which the radiation is 
converted. This, however, is not a direct chemical effect of 
radiation but an indirect effect, resulting from the energy of the 
radiation. 

Direct chemical effects of radiation are frequent. It is such an 
effect on which photography is based : the dissociating action of 
radiation on silver salts, the chloride in ordinary photographic 
paper, the bromide and iodide in the negative plate and the quick 
printing papers. This chemical action is greatest in the violet 
and ultra-violet and decreases with increasing wave length, 
hence is less in the green, small in the yellow, and almost absent in 
the red and ultra-red, so that the short waves, blue, violet and 
ultra-violet, have sometimes been called " chemical rays." This, 
however, is a misnomer, just as the term "heat rays" sometimes 
applied to red and ultra-red rays. In so far as when intercepted 
they are converted into heat, all rays are heat ras^s, but neither 
the ultra-red nor any other radiation is heat, but it may become 
heat when it ceases to be radiation. Thus all radiations are 
chemical rays, that is, produce chemical action, if they strike a 
body which is responsive to them. 

The chemical action of radiation is specific to its frequency and 
seems to be some kind of a resonance effect. We may picture to 
ourselves that the frequency of vibration of a silver atom is that 
of violet or ultra-violet light, and therefore, when struck by a 
wave of this frequency, is set ii^ vibration by resonance, just as a 
tuning fork is set in vibration by a sound wave of the frequency 
with which it can vibrate, and if the vibration of the silver atom, 
in response to the frequency of radiation, becomes sufficiently 
intense, it breaks away from the atom with which it is chemically 
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combined in the compound, the silver bromide, etc., and this 
compound thus spUts up, dissociates. The phenomenon, how- 
ever, must be more complex, as a simple resonance vibration 
would be especially pronounced at one definite frequency, the 
frequency of complete resonance, and rapidly decrease for higher 
and for lower frequencies. The chemical action of radiation on 
silver compounds, however, does not show such a response to any 
definite frequency, but, while strongest in the ultra-violet, ex- 
tends over the entire range from the frequency of green light 
beyond the ultra-violet and up to the highest frequencies of 
X-rays. That the chemical activity of radiation is some form of 
resonance, is, however, made very probable by the relation which 
exists between the active frequency range and the weight of the 
atom or molecule which responds to the radiation. Thus, while 
the fairly heavy silver atom (atomic weight 108) responds to 
rays near the violet end of the visible spectrum, the much Ughter 
oxygen atom (atomic weight 16) responds only to much higher 
frequencies, to those of the physiologically most destructive rays, 
about one to two octaves beyond the visible spectrum. These 
very short radiations energetically produce ozone 0„from oxygen 
0„ probably by dissociating oxygen molecules 0„into free atoms, 
and these free atoms then join existing molecules: + 0, = 0„ 
thus forming ozone. Possibly their destructive physiological 
action is due to this ability to cause resonance with the oxygen 
atom and thereby destroy molecular structures. 

32. Response to the long waves of red and ultra-red light thus 
may be expected from atoms or groups of atoms which are very 
much heavier than the silver atom, and this indeed seems to be 
the case in the action of radiation on the Ufe of the plants. There 
the response is not by atoms, but by the much heavier groups of 
atoms, radicals of carbon compounds, which separate and recom- 
bine in response to radiations and thus produce in vegetable 
organisms the metabolism which we call life. 

The action of radiation on plant life thus seems to be a chemi- 
cal action, and this would be the most important chemical action, 
as on it depends the Ufe of the vegetation and thereby also the 
existence of animal life and, thus, our own. This action by which 
the vegetation converts the energy of radiation into chemical 
energy is related to the presence of chlorophyl, a green body 
which exhibits a red fluorescence. I show you here a solution 
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thereof in alcohol. This use of the energy of radiation occurs 
only in those parts of the plant in which chlorophyl is present, 
usually shown by its green color, that is, in the leaves and yoimg 
stems. In those plants in which the leaves have lost their chloro- 
phyl in taking up other functions — as the function of protection 
against attack by conversion into spines in the cacti — the stems 
and trunks have acquired the function of energy supply from 
radiation, and show the green color of chlorophyl. When the 
leaves die in the fall their chlorophyl disappears and they change 
to yellow or red color. Those parte of the plante which contain 
chlorophyl, mainly the leaves, take carbon dioxide (CO,) from 
the air through breathing openings (stomata), absorb the radia- 
tion, and convert ite energy into chemical energy, and use this 
energy in splitting up or dissociating the CO,, exhausting the 
oxygen O, and using the carbon in producing the complex carbon 
compounds of their structure: fiber (cellulose), starch, proto- 
plasm, etc. The energy of plant life thus is derived from radia- 
tion and their work is constructive or synthetic, that is, they 
produce complex chemical compounds from simple ones: the 
carbon dioxide of the air, the nitrates and phosphates of the soil, 
etc. Inversely, the animal organism is analytic, it converts the 
chemical energy of complex compounds into mechanical and 
heat energy by splitting them into simpler compounds, burning 
them in the lungs or gills. For the supply of mechanical energy 
which maintains the life, the animal organism thus depends upon 
the synthetic work of the vegetation by consuming as food the 
complex compounds constructed by the plante from the energy 
of radiation, either directly (vegetarians), or indirectly, by eating 
other animals, which in their turn live on the vegetation. Thus, 
while the plante take in from the air carbon dioxide CO,, exhaust 
the oxygen 0„ and convert the C into complex compounds, the 
animal takes in oxygen 0„ by it bums up the complex carbon 
compounds derived from th% plante, and exhauste CO, as product 
of combustion, but in ite ultimate result, all life on the earth de- 
pends for ite energy on radiation, which is made available in the 
plante by conversion to chemical energy and used as such by the 
animals. 

The radiations which supply the energy of plant life, probably 
are the long waves of yellow, red and ultra-red light, while the 
short waves of blue, violet and ultra-violet cannot be used by the 
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plant, but are harmful, kill the vegetation. This can easily be 
understood : to the long waves of red and yellow light the atoms 
do not respond, but only the much heavier groups of atoms or car- 
bon radicals, and these thus separate and recombine and thereby 
constitute what we call Ufe. To very short waves, that is, high 
frequencies, these heavy groups of atoms cannot respond, but 
single atoms would respond thereto and thus by their separation 
break up and destroy the atomic groups. That is, the resonant 
dissociation produced by low frequency of radiation extends only 
to the groups of atoms and thereby results in their separation and 
recombination to heavier molecules : life, while the resonant dis- 
sociation produced by high frequencies extends to the atom and 
thereby spUts up and destroys the molecules of the Uving organ- 
ism, that is, death. Therefore the short waves of radiation, 
green, blue, etc., which are more or less harmful to plants, are 
not used but are reflected by the chlorophyl; hence the green 
color. To some extent violet radiation is absorbed by chloro- 
phyl, but it is questionable whether the energy of violet light 
directly contributes to the chemical action, and it is rather 
probable that the violet radiation is converted into red light by 
fluorescence — chlorophyl fluoresces red — and used as red 
light. Excessive violet radiation seems to be harmful. 

Physical Effects. 

33. Some of the most interesting physical effects of radiation 
are those by which it is converted into another form of radiation: 
fluorescence and phosphorescence. 

Many substances have the property of converting some of the 
radiation which is absorbed by them into radiation of a different 
wave length, that is, act as frequency converter of radiation, 
fluorescence. Many bodies when exposed to radiation store some 
of the energy of radiation in such a manner as to give it out again 
afterwards and thus, after exposure to Ught, glow in the darkness 
with gradually decreasing intensity, phosphorescence. These 
phenomena probably belong to the least understood effects 
of radiation. They are very common, but phosphorescence 
usually lasts such a short time that it can be observed only 
by special apparatus, although a few bodies continue to phos- 
phoresce for hours and even days. Fluorescence also is usually 
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so weak as to escape notice, although in a few bodies it is very 
strong. 

The change of frequency in fluorescence always seems to be a 
lowering of the frequency, that is, an increase of wave length, and 
in phosphorescence also the light given out seems always to be 
of lower frequency than the light absorbed and indeed, fluores- 
cence and phosphorescence seem to be essentially the same 
phenomenon, radiation is absorbed and its energy given out again 
as radiation of lower frequency and that part of the returned 
radiation which appears during the absorption we caU fluores- 
cence, that part which appears later, phosphorescence. There is, 
however, frequently a change of the color of the light between 
fluorescence and phosphorescence and also between phosphores- 
cence inmiediately after exposure to light and some time after- 
wards. For instance, some calcite (calcium carbonate or lime- 
stone) fluoresces crimson, but phosphoresces dark red. The 
phosphorescence of calcium sulphide changes from blue in the 
b^inning to nearly white some time after, etc. 

Due to the change of frequency to longer waves the longest 
visible rays, red, orange and yellow, produce no fluorescence or 
very little thereof, as their fluorescent and phosphorescent radia- 
tion would usually be beyond the red, in the invisible ultra-red. 
Blue, violet and ultra-violet light produce the most intense 
effects, as a lowering in frequency of these radiations brings them 
well within the visible range. 

Ultra-violet light is best suited for studying fluorescence as it is 
not visible, and thus only the fluorescent light is visible; white 
light, for instance, does not show the same marked effect, since the 
direct white light is superimposed upon the light of fluorescence. 
Most brilUant effects, however, are produced by using a source of 
light which is deficient in the frequencies given by fluorescence 
and then looking at the fluorescent body through a glass having 
the same color as that given by fluorescence. Thus the least 
traces of red fluorescence can be discovered by looking at the 
body through a red glass, in the illumination given by the mer- 
cury lamp. As the mercury lamp contains practically no red 
rays, seen through a red glass every thmg appears nearly black or 
invisible except red fluorescent bodies, which appear self-lumi- 
nous, glowing in a light of their own, and appear like red hot 
bodies. 
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In the illumination given by the mercury lamp I here drop a 
few drops of a solution of rhodamine 6 G, rhodamine R and 
uranine (aniline dyes) into a large beaker of water. As you see, 
when sinking down and gradually spreading, they appear— 
especially against a dark background — as brilliant luminous 
clouds of orange, red and green, and seen through a red gjass 
they appear like clouds of fire. I change to the illumination 
given by the incandescent lamp and all the brilliancy disappeare, 
fluorescence ceases and we have a dull red colored solution. I 
show you here the sample card of a silk store of different colored 
silks. Looking at it through a red glass, in the mercury light all 
disappear except a few, which you can pick out by their lumi- 
nosity : they are diflferent colors, pinks, reds, heUotrope, etc., but 
all containing the same red fluorescent aniline dye, liiodamine. 
A glass plate coated with a thick layer of transparent varnish, 
colored by rhodamine, appears Uke a sheet of red hot iron in the 
mercury hght, especi«Jly through a red glass, while in the light of 
the incandescent lamp it loses aU its brilliancy. 

This solution of rhodamine 6 G in alcohol, fluoresces a glaring 
orange in the mercury light, in the light of a carbon arc lamp (or 
in daylight) it fluoresces green and less brilliant. Thus you see 
that the color of the fluorescent hght is not always the same, but 
depends to some extent on the frequency of radiation which 
causes the fluorescence. 

Here I have a sheet of paper covered with calcium sulphide 
and a lump of willemite (zinc silicate) and some pieces of calcite. 
As you see, none of them show any appreciable fluorescence 
in the mercury light. But if I turn off the mercury light, the 
calcium sulphide phosphoresces brightly in a blue glow, the others 
do not. Now I show you all three imder the ultra-violet rays of 
the condenser discharge between iron terminals, or ultra-violet 
lamp (Fig. 11) and you see all three fluoresce brilliantly, in blue, 
green and red. Turning off the light all three continue to glow 
with about the same color, that is, phosphoresce, but the red 
fluorescence of the calcite very rapidly decreases, the green glow 
of the willemite a little slower, but the blue glow of the calcium 
sulphide screen persists, decreasing very little. I now hold my 
hand back of it and close to it and you see the picture of the hand 
appear on the screen by an increase of the luminosity where by 
contact with the hand the temperature of the screen was slightly 
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raised, thus showing the effect of the temperature rise in increas- 
ing phosphorescence. 

These substances which I show you, calcium sulphide, cal- 
cium carbonate (calcite), zinc silicate (wiUemite), are not fluo- 
rescent or phosphorescent themselves, but their luminescence is 
due to a sinaJl percentage of some impurities contained in them. 
Chemically pure substances and concentrated solutions of the 
aniline dyes, or these dyes in their solid form, do not show the 
luminescence, but only when in very diluted solutions; that is, 
luminescence as fluorescence and phosphorescence seems to be 
the property of very diluted solutions of some substances in 
others. Thus a sheet of paper or cardboard colored red by 
rhodamine does not fluoresce, but if a small quantity of rhoda- 
mine is added to some transparent varnish and the paper colored 
red by a heavy layer of this varnish it fluoresces brightly red. 

To show you the fluorescent spectrum, I have here a mercury 
lamp surrounded by a very diluted solution of rhodamine 6 G, 
and some rhodamine R, contained between two concentric glass 
cylinders. As you see, through the spectroscope a broad band 
appears in the red and the green light has faded considerably. 
You also notice that the light of this lamp, while still diflferent 
from white light, does not give anything like the ghastly efifect of 
human faces, as the plain mercury lamp, but contains considerable 
red rays, though not yet enough. I also show you a mercury 
lamp surrounded by a screen of a very dilute solution of uranine: 
you see, its light is bright greenish yellow, but much less ghastly 
than the plain mercury light and the spectroscope shows the 
mercury lines on a fluorescent spectrum, which extends as a con- 
tinuous luminous band from the green to and beyond the red. 
You also see that with this uranine screen the mercury lamp 
gives more light than without it: considerable of its ultra-violet 
and violet light is converted to yellow and thereby made visible 
or more eflfective. 
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TEMPERATURE RADIATION. 

34. The most common method of producmg radiation is by 
impressing heat energy upon a body and thereby raising its tem- 
perature. Up to a short time ago this was the only method avail- 
able for the production of artificial Ught. The temperature is 
raised by heating a body by the transformation of chemical 
energy, that is, by combustion, and in later years by the trans- 
formation of electric energy, as in the arc and incandescent 
lamp. 

With increasing temperature of a body the radiation from the 
body increases. Thus, also, the power which is required to main- 
tain the body at constant temperature increases with increase of 
temperature. In a vacuum (as approximately in the incandes- 
cent lamp), where heat conduction and heat convection from the 
radiating body is excluded, all the power input into the body is 
radiated from it, and in this case the power input measures the 
power of the radiation. 

The total power or rate at which energy is radiated by a heated 
black or grey body varies with the fourth power of its absolute 
temperature, that is, 

If A = surface area, 7*^ = absolute temperature of the radia- 
tor and 7*, = absolute temperature of the surrounding objects 
on which the radiation impinges : the total power radiated by the 
body is (Stefan's Law) : 

Pr = kA {T,^ - T/), (1) 

where for a black body, as the carbon filament with P,. given 
in watts per square cm., k is probably between 

5 X 10-" and 6 X 10""; (2) 

r, is usually atmospheric temperature or about 3(K) degrees ate. 

If Tj does not differ much from T,, that is, when considering 

the radiation of a body raised sUghtly above the surround* 

70 
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ing temperature, as an electric machiiie, equation (1) can be 
written: 

Pr = kA (T, - T;) (r,» + T,'T, + T,T,' + T,'); 
or, approximately, 

Pr = 4 kAT* {T, - T), (3) 

where T is the room temperature {T^ — T) the temperature rise 
of the radiator above room temperature; that is, for moderate 
temperature diflferences the radiation power is proportional to 
the temperature rise. 

Thb equation (3) gives the law generally used for calculating 
temperature rise in electric machinery and other cases where the 
temperature rise is moderate. Obviously, in air the power given 
off by the heated body, P, is greater than the power radiated, Pr, 
due to heat convection by air currents, etc., but as heat conduc- 
tion and convection also are approximately proportional to the 
temperature rise, as long as the latter is moderate, equation (3) 
can still be used, but with the numerical value of k increased to 
ij so as to include the heat conduction and convection: in 
stationary air k^ reaches values as high as A^ = 25 X 10"" to 
50 X 10-". 

As soon, however, as the temperature rise (T^ — 70 becomes 
comparable with the absolute temperature T, the equation (3) 
can no longer be used, but the complete equation (1) must be 
used, and when the temperature of the radiator, T^, is very much 
greater than the surrounding temperature T^, T/ becomes ne^i- 
^ble compared with T/ and equation (1) can, for high tempera- 
tures, thus be approximated by: 

Pr = kAT,'; (4) 

That is, the radiation power, as function of the temperature, 

gradually changes from proportionality with the temperature 

rise, at low temperature rise, to proportionaUty with the fourth 

power of the temperature for high temperature rises. 

Inversely then, with increasing power input into the radiator 
and thus increasing radiation power, its temperature first rises 
proportional to the power input and then slower and ultimately 
approaches proportionality with the fourth root of the power 
output: 4/p- 

^' ^ kA 
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In Fig. 27 is shown the radiation curve, with the temperatures 
T as ordinates and the radiated power Pr as abscissas, the upper 
curve with 100 times the scale of abscissas. 

Thus, to double the temperature rise from 10 deg. cent, to 20 
deg. cent, requires doubUng the power input. To double, how- 
ever, the temperature rise from 1000 deg. cent, to 2000 deg. cent, 
requires an increase of the power input from 1273* to 2273*, or 
more than ten fold. At high temperature the power input, there- 
fore, increase enormously with the increase of temperature. 
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Fig. 27. 

With bodies in a vacuum, the radiation power is the power 
input and this above law can be used to calculate the tempera- 
ture of the radiator from the power input. In air, however, a 
large part of the energy is carried away by air currents, and 
this part of the power does not strictly follow the temperature 
law of radiation, equation (1). For radiators in stationary air 
(that is, not exposed to a forced blast, as the centrifugal blast of 
revolving machinery), the total power input for high tempera- 
ture (as expended by radiation and heat convection) varies with 
a high power of the temperature, so that the radiation law equa- 
tion (1) can still be used to get a rough approximation of the 
relative values of temperatures. 

It, therefore, is not permissible to assume the temperature rise 
as proportional to the power input as soon as the temperature 
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rise is considerable and even in electrical apparatus of fire-proof 
construction as some rheostats, etc., where a higher temperature 
rise is permitted, the calculation of this temperature rise must be 
approximated by the general law (1) and not the law of propor- 
tionality (3), as the latter would give entirely wrong results. 
For instance, assmning a temperature rise of 50 deg. cent, per 
watt per sq. in. a cast silicon rod, which — at bright incandes- 
cence — can dissipate 200 watts per sq. in. would give by (3), a 
temperature rise of 10,000 deg. cent. This obviously is impos- 
sible, as silicon melts at about 1400 deg. cent. 

35. With increasing temperature of the radiator, the intensity 
of the radiation increases, and at the same time the average 
frequency of radiation also increases, that is, the higher frequen- 
cies increase more rapidly than the lower frequencies and higher 
and higher frequencies appear, until ultimately frequencies are 
reached where the radiation becomes visible to the eye, as light. 
When with increasing temperature the radiation just begins to be 
visible, it appears as a faint colorless grey, "gespenfiter grau" 
exhibiting the same weird and indistinct appearance as are seen 
at higher intensities in the monochrome blue and violet radia- 
tions; that is, we see a faint grey light, but when we look at it, it 
has disappeared : the reason is that the sensitivity of the sensitive 
spot of the eye for very faint light is less than that of the surroimd- 
ing retina and the first glimmer of light thus disappears as soon 
as we focus it on the sensitive spot. With increasing tempera- 
ture, first the lowest of the visible frequencies appear and become 
visible as red light, and with still further increase of temperature 
gradually orange, yellow, green, blue, violet and ultra-violet rays 
appear and the color thus changes from red to orange, yellow, 
yellowish white and then white, the latter at that temperature 
where all the visible radiations are present in the same propor- 
tion as in daylight. With still further increase of temperature, 
the violet end of the spectrum would increase faster than the red 
end and the light thus shift to bluish white, blue and violet. 

The invisibility of the radiation of low temperature is not due 
to low intensity. I have here an incandescent lamp at normal 
brilliancy. If I decrease the power input and thereby the radi- 
ated power to ^(f it becomes invisible, but if we move away from 
the lamp to 10 times the previous distance, we get only jjiy the 
radiation reaching our eyes and still the light is very plainly 
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visible. The invisibility in the former case, thus,is not due to low 
intensity, but to low frequency. 

The fraction of the total radiation, which is visible to the eye 
as light, thus increases with the increasing temperature, from 
zero at low temperature — where the radiator does not give 
sufficiently high frequencies to be visible — and very low values 
when it just begins to be visible in red hght, to a maximum at that 
temperature where the average frequency of the radiation is in 
the visible range, and it would decrease again for stiU higher 
temperature by the average frequency of radiation shifting 
beyond the visible into the ultra-violet. The efficiency of Ught 
production by incandescence thus rises with increasing tempera- 
ture to a maximum, and then decreases again. If the total 
radiation varies with the fourth power of the temperature, it thus 
follows that the visible radiation first varies with a higher power 
of the temperature than the fourth, up to the maximum efficiency 
point, and beyond that increases with less than the fourth power 
of the temperature. The temperature at which the maximum 
efficiency of light production by incandescence occurs, that is, 
where the average frequency of temperature radiation is in the 
visible range, probably is between 5000 and 8000 deg. cent, and 
as the most refractory body, carbon, boils at 3750 deg. cent., this 
temperature thus is unattainable with any solid or Uquid radiator. 

Most bodies give approximately the same temperature radia- 
tion, that is, follow the temperature law (1), dififering only by the 
numerical value of the constant k; that is, with increase of 
temperature the radiation intensity increases and the average 
frequency of radiation increases in the same manner with most 
solid and liquid bodies, so that at the same temperature all the 
bodies of normal temperature radiation give the same radiation 
curve; that is, the same distribution of intensity as function of 
the frequency and thus the same fraction of visible to total radia- 
tion, that is, the same efficiency of Ught production. 

If r is the absolute temperature in deg. cent, and l^ the wave 
length of radiation, the power radiated at wave length l^, aad 
temperature T^ by normal temperature radiation is: 

b 
P (I J =. c,Al^ % 't-^ , (Wien's law) ; 
or, , j_ j-i 

P (I J = c.Al^'" \e '«^ - 1 1 (Planck's law) ; 
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where a = 5 for normal temperature radiation or black body 
radiation; b = 1.42, and A = surface area of the radiator. 

Integrating the formula of Wien's law over Iw from to oo, 
gives the total radiation : 

P- f^P {Qdl^ « cAT^'; 

thus, for o = 5; 

P = cAT*; 

or, Stefan's law, as discussed above. 

The maximum energy rate at temperature T occurs at the wave 
length Iw ^Im given by: 



which ^ ves : 



dP{U) 
dly, 



0, 



or. 



Z^r = - = 0.284; 
a 



, 0.284 

Cm =""y~' 



im = 50 X lO""* thus gives: 

2R4 
T = 11-^ = 5680 deg. abs. 

Cm 

With normal temperature radiation the efficiency of light pro- 
duction is thus merely a function of the temperature and does 
not depend upon the material of the radiating body, provided 
that the material is such as to withstand the temperature. 

As the efficiency maximum of normal temperature radiation is 
far beyond the attainable, within the range of temperature avail- 
able up to the boiling point of carbon, the efficiency of light pro- 
duction by incandescence continuously increases, but even then 
the octave of visible radiation is at the far upper end of the radia- 
tion curve, and thus the problem of efficient light production is 
to operate the radiator at the highest possible temperature. 

The efficiency of light production is rather low even at the 
maximiun efficiency point, that is, with the average frequency of 
radiation in the visible range, since this visible range is less than 
one octave; imder these most favorable conditions the visible 
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energy probably does not much exceed 10 per cent of the total 
radiation, the rest falls below and above the visible frequencies. 
I. At the highest attainable temperature, the boiling point 
irbon, the eflSciency is much lower, probably below 10 per 
and this would be the highest efficiency attainable by normal 
>erature radiation. It is utiUzed for light production in the 
on arc lamp. The carbon arc flame gives practically no 
, but all the light comes from the incandescent tips of the 
on electrodes, mainly the positive, which are at the boiling 
t of carbon and thus give the most efficient temperature 
ition. 

>viously, in the carbon arc lamp a very large part of the 
5y is wasted by heat conduction through the carbons, heat 
ection by air currents, etc., and the total efficiency of the 
on arc lamp, that is, the ratio of the power of the visible 
ition to the total electric power input into the lamp, thus is 
1 lower than the radiation efficiency, that is, the ratio of the 
»r of the visible to the total radiation, 
lus the efficiency of the carbon arc is considerably increased 
educing the loss by heat conduction, by the use of smaller 
3ns — the life of the carbons, however, is greatly reduced 
;by, due to their more rapid combustion, 
le carbon arc lamp thus gives the most efficient incandescent 
, as it operates at the highest temperature, the boiling point 
trbon. But by doing so the radiator is continuously con- 
jd and has to be fed into the arc. This requires an operating 
lanism and becomes feasible only with large units of light. 
\ attain the highest possible efficiency of light production by 
)erature radiation with a permanent radiator, thus requires 
use of extremely refractory bodies, since the efficiency in- 
jes with the increase of the temperature, and is still very 
at the melting point of platinum. 

> exclude all the losses of energy by heat conduction and 
convection, the radiator is enclosed in a vacuum, so that all 
Dower input is converted into radiation. Even in this case 
efficiency of hght production is still relatively low. 
le vacuum used in the incandescent lamp, thus, is not only 
the purpose of protecting the filament from combustion, 
ig the globe with some gas which does not attack the carbon 
d do this and yet it would very greatly lower the efficiency. 
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as can be seen by admitting air into the lamp bulb, when the 
filament drops down to dull red heat, before it bums through. 
With a metal filament lamp this can be seen still plainer, as the 
filament lasts longer in air. 

A search, thus, has been made and is still being made, through- 
out the entire range of existing bodies, for very refractory mate- 
rials. Such materials may be chemical elements or compounds. 
However, the combination of a refractory element with one of 
very much lower melting point lowers its melting point, and very 
refractory compounds, thus, may be expected only amongst the 
combinations of very refractory elements with each other. 

The chemical elements, arranged in order of their atomic 
weight, exhibit a periodicity in their properties which permits 
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Fig. 28. 

a systematic study of their properties. In diagram Fig. 28 the 
elements are arranged in order of their atomic weight in the 
"periodic system.'' 

The height of their melting point is indicated by the darkness 
of the background. That is, the most refractory elements, 
wolfram and carbon, are shown on black background. The ele- 
ments of somewhat lower, but still so very high melting point 
that they cannot be fused by any temperature attainable by 
combustion, but require the electric furnace, are shown on cross 
shaded background. Inversely, the elements of the lowest melt- 
ing point, mercury under the metals and helium under metal- 



Digitized by VjOOQIC 



78 RADIATION, UOHT, AND ILLUMINATION, 

loids, are shown on white background, and the easily fusible 
als and gaseous metalloids on hghtly shaded background. 
s seen, there are two peaks of refractoriness, one amongst the 
alloids, in carbon, and one under the metaJs in wolfram (or 
gsten), and around these two peaks all the refractory elements 
grouped. Inversely, there are also two depressions, or points 
coinimum melting point, in helium under the metalloids, 
md which all the gaseous elements are grouped, and in me^ 
jT under the metals, around which all the easily fusible metals 
grouped. 

b is interesting to note that the melting point rises towards 
fram from both sides, as diagrammatically illustrated at the 
of Fig. 28, in such a manner that the mAYimnm point 
idd be expected in the space between wolfram and osmium 
the imknown element, which belongs in this space of the 
odic system, thus should be expected to have still a higher 
ting point than wolfram, and thus give a higher efficiency of 
t production. 

5 metal alloys almost always have lower melting points than 
ir most refractory element, very refractory compoimds thus 
/ be expected only in the compounds between the very refrac- 
r elements, in which at least one is a metalloid, that is, amongst 
carbides and borides and possibly siUcides and titanides. 
7. Some of the earUest work on incandescent lamps was 
led out with metal filaments. Platinum and iridium, how- 
r, were not sufficiently refractory to give good efficiencies, and 
very refractory metals were not yet available in sufficient 
ity. A small percentage of impurities, however, very greatly 
ers the melting point, especially with metals of very hi^ 
nic weight. For instance, wolfram carbide contains only 
)T cent of carbon and 97 per cent of wolfram and even 0.5 per 
t of carbon in wolfram metal thus means that 16 per cent of 
metal consists of the easily fusible carbide, 
ery soon, therefore, metal filaments were abandoned and car- 
used as lamp filament. While carbon is the most refractory 
y, remaining solid up to 3750 deg. cent., it was found that the 
)on filament could not be operated much above 1800 deg. cent, 
lout shortening the Ufe of the lamp below economic limits by 
evaporation of the carbon and the resulting blackening of the 
p globes. All bodies evaporate below their melting point. 
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Thus water evaporates considerably below the boiling point and 
even below the freezing point : ice and snow gradually disappear 
by evaporation even if the temperature never rises above the 
melting point. Considerable differences, however, exist between 
different bodies regarding their rate of evaporation. Thus water 
and benzine have practically the same boiling point, but at the 
same distance below the boiling point, benzine evaporates much 
faster than water; that is, has a much higher vapor tension. 
Carbon has a very high vapor tension, that is, shows a very rapid 
evaporation far below the boiling point, and since in the incan- 
descent lamp the carbon vapor condenses and is deposited on the 
globe and carbon is black, it blackens the globe and obstructs the 
light. Also, the decrease of the filament section by evaporation 
increases its resistance and thereby decreases the power consump- 
tion and so still further lowers the efficiency. While, therefore, 
carbon remains solid up to 3750 deg. cent., at about 1800 deg. 
cent, its rate of evaporation is such as to lower the candle power 
of the lamp by 20 per cent in 500 hr. life, and at this tempera- 
ture it ^ves only an output of one candle power for 3.1 watts 
input. "Operating the carbon filament at higher temperature 
would increase the efficiency and thus reduce the cost of energy 
for the same amoimt of light, but would decrease the useful Ufe 
of the lamp and, therefore, increase the cost of lamp renewals, and 
the most economical operation, as determined by balancing the 
cost of lamp renewals against the cost of energy, is reached by 
operating at such temperatures that the candle power of the lamp 
decreases by 20 per cent within 500 hr. life. The life of a lamp 
down to a decrease of candle power by 20 per cent, thus, is called 
the useful life,and when comparing the efficiencies of incandescent 
lamps it is essential to compare them on the basis of the same 
length of useful life: 500 hours with the carbon filament, since 
obviously by shortening the life higher efficiencies could be 
reached in any incandescent lamp. The operatmg temperature 
of the carbon filament lamp, thus, was limited by the vapor ten- 
sion of carbon and not by its boiling point. 

This limitation of carbon lead to the revival of the metal fila- 
ment lamps in recent years. First arrived the osmium lamp, 
with 1.5 watts per candle power. The melting point of osmium is 
very high, but still very much below that of carbon, but the vapor 
tension of osmium is very low even close to its melting point, so 
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that osmium could be operated at temperatures far closer to its 
melting point without appreciable evaporation; that is, without 
blackening and falling off of candle power, or, in other words, 
could be run at a temperature from which carbon was excluded 
by its too rapid evaporation. Osmium, however, is a very rare 
metal of the platinum group, and found only in very limited 
quantities in very few places and is one of those substances of 
which no search could very greatly increase the supply, and while 
one pound of osmium is sufl5cient for some 30,000 filaments, the 
total amount of osmium which has ever been found on earth 
would not be sufficient for one year's supply of incandescent 
lamps. Osmium, therefore, was excluded from general use by its 
limited supply. 

The metal tantalum does not seem to have quite as high a melt- 
ing point as osmium, as it can be operated only at 2 watts per 
candle power. Tantalum also is a very rare metal, but, unlike 
osmium, it is found in very many places, though in small quan- 
tities, but it is one of those substances, like the rare earth metals 
used in the Welsbach mantle, of which it seems that the supply 
could be indefinitely increased when required by the industries 
and the prices thus would go down with the demand, just as has 
been the case with the rare earths of the Welsbach mantle. 

Last of all, however, was made available the most refractory of 
all metals, wolfram or tungsten, and as lamp filament permitted 
to lower the specific consumption to 1 to 1.25 watts per 
candle power, that is, higher than any other incandescent radia- 
tor. Wolfram melts far lower than carbon, probably at about 
3200 deg. cent., but far above the temperature to which the car- 
bon filament is limited by evaporation, and having practically no 
vapor tension below its melting point, it can be operated far 
above the temperature of the carbon filament, and thus ^ves a 
much higher efficiency. Tungsten (or rather wolfram, as the 
metal is called, tungsten is the name of its ore) is a fairly common 
metal, its salts are industrially used to a very large extent for 
fire-proofing fabrics and its supply practically unlimited. 

These metal filaments thus differ from the carbon filament in 
that their temperature is limited by their melting point and not 
by evaporation, as is the case with the carbon filament, and thus 
their useful life is usuaUy ended by the destruction of the filament 
by melting through at some week spot, but not by blackening. 



Digitized by VjOOQIC 



TEMPERATURE RADIATION. 81 

These filament lamps do not blacken the globe, except when the 
vacuum is defective or becomes defective, and by the residual 
gases in the lamp globe volatile compoxmds are formed, as timgs- 
ten oxides, which then deposit on the globe and terminate the 
life of the lamp. Even then their blackening is characteristically 
different from that of the carbon filament, in that it occurs very 
rapidly, and the lamp, after running possibly for hundreds or 
thousands of hours without blackening, suddenly blackens 
within a few days and thereby becomes inoperative, while 
with the carbon filament the blackening is gradual throughout 
the life. 

38. By the use of these refractory metals the efficiency of 
lig^t production by temperature radiation has been greatly 
increased, by permitting the use of higher temperatures in the 
radiator thaii were permissible with the carbon filament due to 
its evaporation. However, regarding the rate of evaporation, 
different modifications of carbon show very different characteris- 
tics. The carbon filaments first used in incandescent lamps were 
made by carbonizing vegetable fiber, as bamboo, or by squirting 
a solution of cellulose through a small hole into a hardening solu- 
tion and carbonizing this strujtureless horn-like fiber. These 
filaments had a very high vapor tension, thus could not be run 
as hot as the modem carbon filament and so gave a lower effi- 
ciency. They are now used only as base filaments, that is, as 
core on which a more stable form of carbon is deposited. Such 
a form of carbon was found in carbon deposited on the filament 
by heating it in the vapor of gasolene or other hydrocarbons. 
This carbon deposit is of much lower electric resistance than the 
base on which it was deposited, its negative temperature coeffi- 
cient of dectric resistance is lower and its vapor tension so much 
lower as to make it possible to operate the lamp at a specific con- 
sumption of 3.1 watts per candle power. Of late years a still 
more stable form.of carbon has been found in the so-called ''me- 
tallic carbon," produced from the gasolene deposited carbon shell 
of the filament, by exposing it for several minutes to a tempera- 
ture at the boiling point of carbon; that is, the highest attainable 
temperature in an electric carbon tube furnace. Hereby the 
gasolene deposited carbon of the filament shell — the inner base 
does not appreciably change its characteristics — acquires metal- 
lic characteristics:. a low electric resistance, a positive tempera- 
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ture coefficient of electric resistance, metallic luster and elasticity 
and very low vapor tension, so that it can be run at higher tem- 
perature corresponding to a specific consumption of 2.5 to 2.6 
watts per candle power, with very little blackening. These metal- 
lized carbon filament lamps exhibit characteristics similar to the 
metal filament lamps; their life is largely limited by breakage 
and not by blackening. 

Whether hereby the possibilities of carbon are exhausted or 
still more stable forms of carbon will be found, which permit 
raising the filament temperature as near to the boiling point of 
carbon as the temperature of the wolfram filament is to its melt- 
ing point * and thereby reach an efficiency superior to that of the 
tungsten lamp, remains to be seen, but does not appear entirely 
impossible. Carbon exists in a number of "allotropic" modifi- 
cations of very different characteristics (similar to phosphorus in 
"yellow phosphorus," "red phosphorus" and "metallic phos- 
phorus") to a greater extent than any other element, probably 
due to the tendency of the carbon atom to join with other carbon 
atoms into chains and rings, which tendency is the case of the 
infinite number of carbon compoimds. These form two msia 
groups: the chain carbon derivates (methane-derivates) and the 
ring carbon derivates (benzol derivates). The latter are far 
more stable at high temperatures, since the breakage of the mole- 
cule by temperature vibration is less liable in a ring structure 
than a chain: a single break splits the molecule in a chain forma- 
tion, while with a ring formation it still holds together until the 
break closes again. Chain hydrocarbons at higher temperatures 
usually convert to ring hydrocarbons. It is, therefore, reasonable 
to assume that the carbon skeleton left by the carbonization of 
the hydrocarbons also may exist in either of the two characteris- 
tic atomic groupings: as chain carbon and as ring carbon, and 
that the latter exhibits a much greater stability at high tempera- 
ture than the former, that is, a lower vapor tension. Cellulose 
is a chain hydrocarbon, and as in carbonization it never passes 
through a fluid state, the molecular structure of its carbon atom 
probably remains essentially unchanged. Thus the base fila- 

* As carbon boils, at atmospheric pressiire, below its melting point, and the 
limiting temperature is that at which the filament ceases to be solid, with 
carbon the limit is the boiling point temperature, while with tungsten it la 
the melting point. 
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ment would be a chain carbon, and its low stability and high vapor 
tension, that is, the ease 'of breaking up of the molecules by 
evaporation, thus would be accounted for. 

A carbon compound, however, which passes through the vapor 
state in carbonization, as the gasolene vapor in treating the car- 
bon filament, would as vapor at high temperature largely convert 
into ring structures, that is, benzol derivates, and thus give a car- 
bon deposit consisting largely of molecules in which the carbon 
atoms are grouped in rings. These molecules, therefore, are more 
stable at high temperatures, and thus exhibit the lower vapor 
tension shown by the gasolene deposited coating of the base 
filament. This deposited carbon, however, must be expected to 
have numerous side chains attached to the ring nuclei of the 
molecules, and the side chains are relatively easily split ofif at high 
temperatures, as is well known of the benzol derivates. As a 
result thereof, this form of carbon, which I may call "interme- 
diate carbon," stiU shows a considerable vapor tension, due to 
the side chains of the ring structure. Exposm-e to extremely 
high temperatures splits off these side chains, which then re- 
arrange into the only form of carbon stable at these very high 
temperatures; that is, ring structure and the "metallic" form of 
carbon produced from the gasolene deposited carbon by the elec- 
tric furnace, thus would be the ring structure of the carbon 
molecule, that is, the condensation of numerous rings, similar to 
that found in anthracene, etc. It, therefore, would have a very 
hig^ stability at high temperature; that is, be diflScult to split up 
and thus show the low vapor tension characteristic of the me- 
tallic carbon. In other words, the high vapor tension of most 
forms of carbon would be the result of the dissociation of com- 
plex carbon molecules of chain structures, or of side chains of 
ring structures, and a carbon atom of complete ring structure 
thus would only show the vapor tension corresponding to the 
molecular weight, which is very high, due to the large number 
of atoms in the molecule. 

Thus two characteristic aUotropic modifications of carbon may 
exist besides the transparent carbon or diamond: 

(a). Chain carbon: high resistance, negative temperature co- 
eflident of electric resistance, non-metallic character, high vapor 
tension at moderate temperature. 

(6). Ring carbon: low resistance (within the range of 
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metallic resistivities), positive temperature coefficient of re- 
sistance, metallic character, low vapor tension at hi^ tem- 
peratures. 

rhe latter one, obviously, is best suited as an incandescent 
[iator. 

[t may be possible to introduce into the ring structure of the 
bon molecule other atoms of very refractory nature, as boron, 
mium, silicon, and by their chemical affinity still further in- 
ase the stability of the molecule, so that it does not api>ear 
tside of the possibility to find a form of carbon which as radia- 
would be superior to any metal filament. 
J9. Most bodies show similar characteristic in their tempera- 
"e radiation; that is, the total radiation varies in the same man- 
:• with the temperature as the fourth power of the absolute 
Dperature. Thus the distribution of the frequencies in the 
liation is the same for the same temperature, varies in the same 
inner with the temperature, so that the distribution of the 
liation power between the different frequencies is a charac- 
istic of the temperature, independent of the material of the 
ly, and can be used for determining the temperature of the 
liator. 

Such bodies, therefore, are said to give normal temperature 
liation. 

Many bodies of normal temperature radiation give the same 
ensity, or power of radiation, at the same temperature, that is, 
^e the same radiation constant k in equation (1) ; these bodies 
5 called "black bodies," and their radiation "black body radia- 
n." Their radiation is the maximum temperature radiation 
^en by a body* Other bodies of normal radiation give a lower 
ensity or radiation, but so that their radiation is at any tem- 
rature and for any frequency the same fraction of the radiation 
a black body. Their radiation, then, is called "grey body 
liation," and they also would follow the radiation law equa- 
n (1), but with a constant k, which is a fraction of the constant 
of black body radiations : 

jfc = bk,. 

For temperature radiation the following law applies: 

'*The temperature radiation of a body is at any temperature 

i at any frequency the same percentage of black body radiation 
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as the absorbed radiation of the body is of the total impinging 
radiation." (Kirchhoff's law.) 

This law relates the behavior of a body towards radiation 
impinging uf)on it from other bodies, with its behavior as radiator. 

A body which absorbs all the impingmg radiation, that is, a 
black body, gives a maximum temperature radiation, and this 
radiation, thus, has been called the black body radiation. An 
opaque grey body of albedo a, that is, a body which reflects the 
same fraction a of the impinging radiation and thus absorbs the 
part (1 — a) of the impinging radiation, thus gives as radiator 
the part (1 - a) of black body radiation. That is, its radiation 
coDstant is 

A = 6*0 = (1 - a) k^, 

and the radiation constant of any opaque body, thus, is the radia- 
tion constant of the black body multiplied by 1 minus its albedo a. 

For a perfectly white or perfectly transparent body, the radia- 
tion constant, thus, would be zero; that is, this body would give 
no temperature radiation, would not become incandescent at 
hi^ temperatures. 

40. A colored body was defined as a body which reflects or 
transmits different fractions of the impinging radiation for dif- 
ferent frequencies. Such a colored body usually absorbs different 
parts of the impinging radiation for different frequencies and as 
radiator, then, would for different frequencies give different frac- 
tions of black body radiation; that is, its radiation for some 
frequencies would be a greater part of black body radiation. The 
radiation of such a body is called "colored body radiation." In 
colored body radiation the distribution of intensities throughout 
the spectrum, that is, for different frequencies, thus differs from 
that of the black or grey body at the same temperature, that is, 
colored radiation is not normal radiation and thus also does not 
follow the temperature law equation (1). 

For instance, if in Fig. 29, 1 is the curve of distribution of the 
intensity of radiation as fimction of the frequency, at a certain 
temperature, as the melting point of tungsten, for a black body; 
grey body radiation would be represented by curve II or III, in 
which the ordinates are a constant fraction of those of curve I: 
Curve n, for albedo a = 0.3, has the height 1 - a = 0.7 times 
that of black body radiation I, that is, radiates 70 per cent as 
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much energy, at any temperature and of any frequency, as a black 
body. Curve III corresponds to albedo a = 0.6, or a radiation 
constant 1 - a - 0.4 times that of the black body. Colored 
body radiation, then, would be represented by curves IV and V. 
Representing the octave of visible radiation by L, the area of 
the curve within the limits of L to the total area of the radiation 
curve, gives the ratio of power visible to total radiation, or the 
"radiation efficiency." As seen, this radiation efficiency is the 
same for black and grey bodies, I, II, III, and the only difference 
between the black and the grey body is that with the grey body 
the amount of light per unit radiating surface is less, but the 
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FiQ. 29. 

power required to mamtain the temperature is correspondingly 
less, hence the efficiency is the same and merely a larger radiator 
surface required to produce the same amount of light; the largpr 
the surface, the higher the albedo of the radiator. For colored 
radiators, however, the radiation efficiency may be different and 
frequently is. In the colored body IV, in which the radiation in 
the visible range is a greater part of the black body radiation I 
than in the invisible range, the radiation efficiency is greater than 
that of colorless or normal radiation at the same temperature; 
that is, such a colored body ^ves a higher efficiency of li^t 
production than corresponds to normal radiation at the same 
temperature. Such, for instance, is the case with the material of 
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the Welsbach mantle and to some extent probably also with 
the tungsten filament. Inversely, the colored body V, in which 
the radiation in the visible range is a lower percentage of black 
body radiation than in the invisible range, gives a lower eflBciency 
of Ught production. Such, for instance, is the case with glass, 
which, therefore, would be an abnormally ineflBcient incandescent 
li^t producer. 

To illustrate the difference in the radiation of black and grey 
bodies, I show you here a piece of graphite rod, around which a 
strip of platinum foil is wrapped in an open spiral and then it is 
eDclosed in a transparent quartz tube. Heating it in the bunsen 
flame, you see the graphite becomes bright red, while the platinum 
foil surrounding it is far less luminous and the quartz tube is not 
luminous at all, though all three have practically the same temper- 
ature, or if anything, the outer quartz tube is the hottest, the 
interior graphite rod the coolest. Still, the graphite gives the 
greatest amount of light : graphite is a black body and thus ^ves 
maximum radiation; the platinum as a grey body gives less radia- 
tion at the same temperature and the quartz as a transparent 
body which absorbs ahnost no radiation, thus, also, gives out 
almost no radiation, that is, does not become luminous at a 
temperature at which the graphite is bright red. 

I now drop a small platinum spiral into a mixture of the nitrates 
of thoria and ceria (the rare earths of the Welsbach mantel), and 
then.inmierse it in the bunsen flame. The nitrates convert to 
oxides, which fluff out into a very light and porous mass, which 
you see glow in a very intense, slightly greenish Ught, far brighter 
than the platinum wire immersed in the same flame. The dis- 
tribution of intensity of this radiation differs from that corre- 
sponding to any temperature, and the percentage of visible 
radiation, especially from the center of the visible spectrum 
(greenish yellow),is abnormally large. This, therefore, is acolored 
radiator, ^ving a hi^er radiation eflSciency than the normal 
temperature radiation. 

A radiation which does not follow the temperature law of 
normal radiation as regard to the distribution of intensity with 
the frequency, is called "selective radiation." Colored body 
radiation, thus, is selective radiation. 

In legaid to their reaction onlight impinging on them,in reflect- 
ing or transmitting it, most bodies are more or less colored and 
ooIoriesB bodies: black, grey, white, transparent, the exception* 
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rding the temperature radiation produced by the body as 
tor, most bodies are more nearly colorless, black or grey 
s, that is, give normal radiation or nearly so, and colored or 
ive radiation of considerable intensity is the exception, 
vdously, no perfectly black, or even perfectly colorless radia- 
dsts, but even carbon shows a sli^t selectivity, a slightly 
^r intensity of radiation at the red end of the spectrum than 
jponds to the temperature. 

fectly black body radiation, however, is the radiation at 
iside of a hollow body of imiform temperature, and the 
3f black body radiation, thus, are studied on the radiation 
e interior of a closed shell with opaque walls of uniform 
^rature. 
the interior of such a hollow body of uniform temperature 

surface element radiates to every other element and receives 
tion from every other surface element, that is, the surface 
int A^ receives as much radiation from element A^ as ele- 

A, receives from A^. 

the radiation received by a surface element A^ by the radia- 
iaw, that part which exists in the radiation produced by A, 
jorbed, that part which does not exist in the temperature 
tion of Aj, is reflected, and the total radiation issuing from 
e radiation produced by it plus that reflected by it, together, 

make up complete black body radiation. If, then, the hol- 
adiator is a black body, it absorbs all the impinging radia- 
reflects none, and the radiation issuing from it thus is the 

body radiation produced by it. If the radiator is not 
ck body, but a grey or a colored body, of any frequency of 
tion, for which it has the albedo a, only the part (1 - a) 
)duced by it, but the part a of the impinging radiation of 
requency is reflected, and the total radiation of this fre- 
5y, thus, still is imity, that is, back body radiation, 
viously, the body cannot be perfectly closed, but must 
in an opening, through which the interior radiation is 
ved, but if this opening is suflSciently small it introduces no 
iciable error. 

B production of black body radiation from the interior of a 
N body obviously requires that the walls of the body be 
le; that is, that all the radiation produced inside of it is 
• absorbed or reflected, and also depends on the condition 
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that all the frequencies of black body radiation are present, since 
evidently, no frequency which is entirely absent in the radiation 
of the body could be produced by reflection. Furthennore, all 
the radiation must be temperature radiation, that is, no limiines- 
cence exist in the interior of the body. These requirements are 
easily fulfilled, except at extremely high temperatures. 

41. The radiation laws offer a means of measuring tempera- 
ture, and the only means for those very high temperatures where 
the gas thermometer (that is, the measurement of temperature by 
the expansion of a gas) and the thermo-electric couple or the 
resistance p3rrometer cannot longer be used, as no material exists 
which remains solid at temperatures such as those of electric 
furnaces, etc. 

As the total intensity of the radiation varies with the fre- 
quency, and the ratio of the intensity of radiation of any definite 
frequency to the total radiation, or the ratio of intensities at 
two different frequencies of radiation, is a function of the tem- 
perature, either can be used for measuring the temperature. 

For instance, measuring the intensity of the total radiation — 
which in vacuum enclosed radiators as incandescent lamp fila- 
ments is done by measuring the power input — gives the tem- 
perature if the body is a black body and its radiating surface 
measured. If one temperature is known, as, for instance, by the 
melting point of some substance, by comparing the total radia- 
tion power with that at the known temperature, other tempera- 
tures can be measured. 

Determining the ratio of the power of the visible radiation, 
and that of the total radiation — that is, the radiation efficiency 
— thus gives the temperatiu^ for black bodies as well as grey 
body radiators, and thus is frequently called the " black body 
temperature." 

By comparing the intensity of any two radiations we get the 
temperature. This could be done by using two wave lengths 
of radiation in the visible range. For instance, the ratio of the 
intensity of the yellow and the blue radiation gives the tem- 
perature. Resolving, then, the radiation by a prism P in 
Fig. 30, into a spectrum, and by a shutter S^ cutting out a 
definite width of yellow and of blue light, and combining these 
again by the mirror M^ and M^ we get a resultant green color 
which is intermediate between yellow and blue, and the nearer to 
the blue, the higher the temperature. Arranging, then, the mov- 
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, below jSji with a single opening, we can by it cut 
een color, and by moving the shutter S^ bring this 
in shade with the resultant color of shutter S„ and 
I the shutter S^ then measures the temperature, 
ich a direct vision pyrometer may either be calcu- 
3 radiation laws, or it may be caUbrated by some 
ratures, as the melting points of gold, platinum, 
)f carbon, etc. 

f tjrpes of such visual pyrometers have been devd- 
very convenient. 

,tion, obviously, is that they apply only when the 

rmal temperature radiation, but give wrong results 

radiation or luminescence is present. Thus the 




FiQ. 30. 

n by the interior of a closed body of uniform tem- 
s to be black body radiation if the interior is filled 
vapors, as is frequently the case in the interior of 
jes. For instance, using such a visual pyrometer 
►r of the carbon tube furnace used for metallizing 
its gives, frequently, quite impossible results, teni- 
ae those of the sim, due to the error caused by the 
licon vapor filling the tube. 
)f temperature measurements by radiation are the 
Barer together the radiation frequencies are which 
le measurement, hence are greatest with the visual 
3ast in the methods based on the total radiation 

temperature radiation of a colored body the ratio 
^y of the radiation to that of a black body of the 
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same temperature is different for different frequencies of radian 
tion, and the average wave length of radiation and the total 
intensity of radiation of a colored body thus do not vary with the 
temperature in the same manner as is the case with the black and 
the grey body, that is, the normal radiation. The intensity of 
colored body radiation at any frequency cannot exceed the inten- 
sity of radiation of a black body at the same temperature and 
frequency, since the radiation of the black body is the maximum 
temperature radiation at any temperature and frequency. 

A body which gives at any frequency a greater intensity of 
radiation than a black body of the same temperature is called 
luminescent, that is, said to possess "heat luminescence." Char- 
acteristic of heat luminescence, thus, is an excess of the intensity 
of radiation over that of a black body of the same temperature for 
some frequency or range of frequencies, and the color of lumin- 
escence is that of the radiation frequencies by which the lumin- 
escent body exceeds the black body. 

It is not certain whether such heat luminescence exists. 

The high eflSciency of light production of the Welsbach man- 
tel, of the lime Ught, the magnesium flame, the Nemst lamp, etc., 
are frequently attributed to heat luminescence. 

The rare oxides of the Welsbach mantel, immersed in the 
bunsen flame, give an intensity of visible radiation higher than 
that of a black body, as a graphite rod, immersed in the same 
flame, and if we assume that these oxides are at the same tempera- 
ture as the flame in which they are immersed, their light must be 
heat luminescence and not colored radiation, as the latter can- 
not exceed that of a black body. It is possible, however, that 
these oxides are at a higher temperature than the flame surround- 
ing them, and as the radiation intensity of a black body rapidly 
rises with the temperature, the light radiation of the rare oxides, 
while greater than that of a black body of the flame temper 
may still be less than that of a black body of the same ter 
ture which the oxides have, and their radiation, thus, e 
temperature radiation and not luminescence. Very j 
materials, as platinum sponge, absorb considerable quanti 
gases, and by bringing them in close contact with each ot 
their interior cause chemical reaction between them, wher 
can occur, and thus heat and a temperature rise above sun 
ing space. Thus platinum sponge, or fine platinum wire, imn 
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of air and alcohol vapor at ordinary temperature, 
indescent by absorbing alcohol vapor and air and 
i to combine. The oxides of the Welsbach mantel, 
by the deflagration of their nitrates, are in a very 

and thus it is quite likely that in the bunsen Same 
^ and air and cause them to combine at a far more 
tan in the flame, and thereby rise above the flame 
An argument in favor of this hypothesis is, that 
when immersed in the bunsen flame in close contact 
heat conductor, as platinum, and thereby kept from 
the flame temperature, do not show this high lumi- 
kve here a smaU, fairly closely wound platinum spiral 
[lese oxides. Immersing it in the bunsen flame you 
s and the platinum wire surrounding them glow with 
How light, but see none of the greenish luminosity 

the oxide when free in the flame, except at a few 
ich the oxide projects beyond and is not cooled by 
i spiral. The absence of a high selective luminosity 
les, when heated electrically in a vacuum or in an 

also points this way. The gradual decay of the 
lown by such radiators may be due to their becoming 
)y sintering — this would account for the very rapid 
light of the lime cylinder in the hydro-oxygen flame, 
r small decay of the more refractory oxides in the 
^ntel — but it also may be the general characteristic 
ice, as we have found in the discussion of fluorescence 
rescence. 

heat luminescence as the cause of the very high efli- 
^e radiators is, however, the similarity of the con- 
• which it occurs, with those we find in fluorescence 
rescence. Just as neither calcimn sulphide nor zinc 
alcium carbonate are fluorescent or phosphorescent, 
ally pure, but the fluorescence and phosphorescence 
e presence of a very small quantity of impurities, as 
the pure oxides, thoria,erbia, ceria,donot give very 
ity in the bunsen flame, but the high luminosity is 
►ria when containing a very small percentage of other 

existence of heat luminescence in these rare oxides 
L, no theoretical reason exists against it, as at ordi- 
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iiary temperature we have in phosphorescence the sa 
non of the production of a radiation exceeding in i 
of a black body of the same temperature: the blacl 
tion at ordinary temperature contains no visible ra] 
of a phosphorescent body does. Heat-luminescenc 
be considered as fluorescence at high temperature. 
However, to some extent, the question of the exis 
luminescence depends upon the definition of lumii 
any colored radiation may be considered as heat lui 
a grey body. For instance, the radiation represeni 
IV and V of Fig. 29, may be considered as colored 
radiation, as they are below black body radiation, c 
as they exceed at some frequencies the curves < 
radiation II and III, they may also be considered 
nescence of a grey body. If, then, we compare si 
selective radiation, IV and V, with normal temperat 
of the same total intensity — that is, with a grey b 
of the same power at the same temperature — all i 
radiation can be considered as heat luminescence. 

While the term "luminescence'' is usually ap] 
abnormally high radiation in the visible range, i 
physical meaning it applies to abnormal radiatioi 
quency range, and curve V in Fig. 29, for instance, 
curve of a grey body, which luminesces in the ull 
curve IV would be that of a grey body, in which tl 
nescence is in the visible range. 

In general, however, it is preferable to consider as 
only such radiation as exceeds the black body rac 
same temperature, and this will be done in the fol 
radiatiopg which differ in their frequency distribu 
black body, without exceeding it in intensity, are 
colored body radiations. 
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LECTURE VI. 

LUMINESCENCK 

43. All methods of producing radiation, and more partaculariy 
light, other than the temperature radiation or incandescence, are 
generally comprised by the name luminescence. Some special 
cases of luminescence have already been discussed in the phe- 
nomena of fluorescence and phosphorescence, represented by the 
conversion of the radiation absorbed by a body into radiation of 
a different wave length. 

Usually luminescence at ordinary temperature, or at moderate 
temperatures, that is, temperatures below incandescence, is called 
fliLorescence or phosphorescence. 

Fluorescence and Phosphorescence. 

Fluorescence is the production of radiation from the energy 
supplied to and absorbed by the fluorescent body, while phos- 
phorescence is the production of radiation from the energy stored 
in the phosphorescent body. This energy may be derived from 
internal changes in the body, as slow combustion, or may have 
been received by the body at some previous time — as by 
exposure to light a calcium sulphide screen absorbs the energy 
of incident radiation, stores it in some form, and afterwards 
radiates it. 

Fluorescence and phosphorescence usually occur simulta- 
neously : the energy supplied to such a luminescent body brings 
about certain changes in the body — as vibrations of the atoms, 
or whatever it may be — which cause the body to send out radia- 
tion. As long as this energy is supplied, the radiation of the 
body continues, that is, it fluoresces. The changes in the body 
which make it luminesce, represent energy storage — the kinetic 
energy of the luminescent vibration, etc. — and when the energy 
supply to the body ceases, the radiation issuing from the body 
does not instantly cease, but continues, with gradually decreasing 
intensity, until the stored energy is dissipated: the body phoe- 
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phoresces. Inversely, fluorescent radiation probably does not 
appear instantly at full intensity, as energy has first to be stored. 
The persistence of the luminescence after the power supply has 
stopped, as phosphorescence, is very short, except with a few 
substances, where it lasts for days. Where the energy of phos- 
phorescent radiation is supplied by the energy of chemical 
change in the body — as with yellow phosphorus — obviously 
the phosphorescence persists as long as these chemical changes 
can occur. 

The different forms of luminescence may be distinguished by 
the character of the energy which is converted into radiation. 

The conversion of radiation energy into radiation of different 
wave length, either immediately, or after storage in the body, 
thus may be called radio-fluorescence and radio-phosphorescence. 
It was discussed in Lecture II. 

The same bodies, exposed to an electric discharge in a vacuum 
(Geissler tube or Crooke tube) show electro-luminescence, fluores- 
cence as well as phosphorescence, and usually with the same 
color as in radio-luminescence. 

Thermo4uminescence is exhibited by some materials, as the 
violet colored crystals of fluorite (CaFlj), which, when slightly 
warmed, luminesce — it is this wluch gave the name "fluores- 
cence" to the phenomenon. 

Some solutions, when crystallizing, show Ught during the 
formation of crystals, and thus may be said te exhibit a physical 
phosphorescence. 

Chemical phosphorescence is exhibited by yellow phosphorus 
and its solutions, which in the air glow by slow combustion, at 
ordinary atmospheric temperature. As the ignition point of 
phosphorus, that is, the temperature where it spontaneously 
igniteS;is little above atmospheric temperature, the chemical phos- 
phorescence of phosphorus occurs at temperatures a few degrees 
below ignition; it ceases, however, at very low temperature. 

The chemical luminescence, as shown by phosphorus, is not 
an exceptional phenomenon, but many substances exhibit chemi- 
cal phosphorescence at temperatures a few degrees below their 
ignition temperature, as the result of slow combustion. With 
tlioBe substances which have an ignition pomt above incandes- 
cence, this cannot be observed, but it is observed, for instance, 
in carbon bisulphide, CS,, which ignites spontaneously at about 
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180 d^. cent., and a few degrees below this temperatiire phos- 
phoresces in air, by slow combustion. 

A biological phosphorescence is shown by many forms of life: 
some bacilli of putrefaction phosphoresce, and are the cause of 
the faint glow occasionally observed in decaying food, espe- 
cially fishes. Amongst insects and numerous sea animals of dif- 
ferent classes, especially deep-«ea animals, phosphorescence is 
frequently met, but its origin, that is, the mechanism of li^t 
production by the firefly, etc., is still unknown. 

When splitting a sheet of mica, or shaking a well-exhausted 
tube containing mercury, flashes of light are seen in the darkness. 
This, however, is not real phosphorescence but due to electrostatic 
flashes of frictional electricity. 

The light given by fluorescence and phosphorescence of solids 
or liquids, gives a continuous spectrum, that is, is a mixture of all 
frequencies, just as is the case with temperature radiation; it 
differs, however, from temperature radiation by the distribu- 
tion of the energy in the spectrum, which is more or less charac- 
teristic of the luminescent body, and to some extent, also, of the 
method of exciting the luminescence. Thus crystalline calcium 
tungstate, W04Ca, fluoresces white in the X-ray, Ught blue with 
ultra-violet light; the aniline dye, rhodamine 6 G, in alcoholic 
solution fluoresces green in daylight, crimson in the li^t of the 
mercury lamp; willemite (calcium silicate) shows a maximum 
fluorescent radiation in the green, some chalcites in the red, etc. 

So far, fluorescence and phosphorescence fiave not yet found 
any extended industrial appUcation. 

44. Some of the characteristic forms of luminescence at hi^er 
temperatures are pyro4u7ninescence, chemical4ianinescence, and 
electro-luminescence. 

As pyro4uminescenceoT heat-luminescence, must be considered all 
radiation, produced by heat, which exceeds at some wave length 
the intensity of the black body radiation at the same temperature. 

Whether real pyro-luminescence exists, is uncertain, but by an 
extension of the definition any colored temperatmre radiation 
may be considered as heat luminescence of a grey body of an 
albedo which as normal temperature radiation would ^ve the 
same total radiation at the same temperature as the colored 
radiator. Heat luminescence has been discussed already under 
colored radiation. 
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Chemical Luminescence. 

Whenever intense chemical changes take place at higher tem- 
perature, luminescence frequently occurs. I have here an ordi- 
nary, non-luminous bunsen flame. I dip a platinum wire into a 
solution of lithium chloride, LiCl, and then hold it into the lower 
edge of the flame: the flame colors a bright red, and through the 
spectroscope you see a bright deep red line and a less bright 
orange line, the spectrum of Li. After a little while, the color- 
ing disappears by the LiCl evaporating from the wire, and the 
flame again becomes non-luminous. I repeat the same experi- 
ment, but dip the platinum wire into sodium chloride, NaCl, 
solution, and you see the flame colored brightly yellow, and the 
spectroscope shows one yellow line, the sodium line D. Dipping 
the platinum wire into thaUium chloride, TlCl, I color the flame 
a bright deep green, the characteristic Tl spectrum, which has one 
bright green Une. As you see, the green coloring disappears 
more rapidly than the yellow did, and the flame turns yellow; 
the Tl salt is more volatile than the sodium salt, evaporates more 
rapidly, and as it contains some Na as impurity, the latter be- 
comes visible as yellow flame coloring after the Tl has evap- 
orated. 

In the bimsen flame these salts are evaporated, split up into 
their elements by the flame gases, and recombine, and by these 
chemical changes the atoms of Li, Na or Tl are set in vibration, 
and as vapors, being free to vibrate without mutual interference, 
they vibrate with their characteristic frequency, that is, give a 
defiiiite frequency and thus color of the Ught, independent of the 
temperature; if we introduce the same salts into the carbon arc 
we get the same color and the same spectrum lines, only much 
brighter, as at the much higher temperature of the arc flame the 
vibration is far more intense; but it is of the same frequency, and 
in this respect essentially differs from temperature radiation 
which varies in frequency with the temperature. 

In the same manner by introducing Sr, Ba or Ca salts in 
the bunsen flame, the flame is colored with other character- 
istic colors; bright red, green, orange The spectroscope shows 
in every case a spectrum having a number of definite lines 
which are brightest and most numerous in the red for Sr, in the 
green for Ba, and in the orange yellow for Ca. In general, 
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metal spectra show a number, frequently very many lines in 
the visible range. 

As Sr, Ba, Ca, are much less volatile than li, Na, Tl, to get 
good effects in the bunsen flame, instead of the chlorides, tlie 
nitrates, or preferably the chlorates or perchlorates are used, 
which are more unstable, and thus easier split up and carried into 
! flame. At the much higher temperature of the carbon arc, 
t chlorides, or even the still more refractory oxides are used. 
Chemical luminescence is used industrially in fireworks and 
ored signal lights; salts of these metals with acids which con- 
Q a large amount of easily split off oxygen, as nitrates, or nK)re 
nmonly chlorates and perchlorates, are mixed ^with some com- 
stible material, as charcoal, sugar, sulphur, antimony sulphide, 
. When ignited, the combustible bums with the oxygpn 
en off by the nitrates or chlorates, and in the focus of this 
ense chemical action, intense luminescence of the metal is 
)duced. Thus Sr gives a bright red, Ba a green, Ca an orange 
low, copper ammon a blue coloring. 

Eledrchluminescence of Gases and Vapors. 

15. Industrially this is the most important form of lumines- 
ice. Solids and liquids can be made to luminesce only indi- 
tly by exposure to electric discharges, as electrical fluorescence, 
ses, however — and under gases here and in the following we 
lude vapors as, for instance, the carbon vapor, which is the 
iductor in the carbon arc — become electro-luminescent by 
ng used as conductors of the electric current. It is a charac- 
istic of electric conduction of the gases that this conduction is 
jompanied by the production of radiation, and in the electric 
iduction of gases we thus find the means of a more direct 
iversion of electric energy into radiation, and thus into light, 
is, therefore, in this direction that a radical advance in the 
ciency of light production would be possible, and the subject 
electric conduction of gases (including vapors) thus is of the 
;hest importance. 

Two forms of electric conduction in gases exist: disruptive 
xduciiouy as represented by the Geissler discharge or the dec- 
static spark, and cordinuous conduction, as represented by the 
ctric arc. 
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Disruptive Ccmctudion. 

In disruptive conduction the conductor is the gas which fills the 
space between the terminals, and in carrying the current is 
Eoade luminous. The color of the light and its spectrum is that 
of the gas which fills the space, and the electrode material has no 
effect on the phenomenon, is immaterial (in the Geissler tube, 
or the spark gap, any material may be used as terminal, if it 
otherwise is suitable, that is, is not destroyed by whatever heat 
is produced at the terminals, or by the chemical action of the gas 
in the space, etc.) usually, however, the electrodes gradually dis- 
integrate in disruptive conduction. 

Disruptive conduction is discontinuous; that is, no current 
exists below a certain definite voltage, while above this voltage 
there is current. The voltage at which conduction begins is 
called the disruptive voltage. It is the minimum supply voltage at 
which current exists : if the supply voltage rises above this value 
there is ciirrent; if it drops below the disruptive voltage the 
current ceases, but begins again spontaneously as soon as the 
voltage rises above the disruptive value. Disruptive conduction 
thus occurs equally well with unidirectional, with alternating, 
or with oscillating currents. It is best studied with alternating 
or oscillating voltage supply, as with a steady unidirectional 
voltage, the disruptive conduction, that is, conduction by the 
gas filling the space between the electrodes, tends to change to 
continuous conduction, by vapors forming at the negative elec- 
trode and gradually bridging the space between the electrodes, 
and thereby replacing the gas which fills the space, by the elec- 
trode vapor as conductor. This is usually expressed by saying: 
the electrostatic spark between two terminals starts, or tends to 
start, an arc. 

Disruptive conduction, thus, does not follow Ohm's law; it is 
zero below the disruptive voltage, while with a supply voltage 
exceeding the disruptive voltage of the gas between the terminals, 
ciurent exists, but the terminal voltage is apparently indepen- 
dent of the current, that is, if the other conditions as temperature, 
gas pressure, etc., remain the same, the terminal voltage of the 
Geissler tube or the spark gap remains the same and independent 
of the current, and the current is determined by the impedance 
between the Geissler tube or spark gap and the source of 
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e.m.f ., or by the available power of the supply source. A Geisder 
tube, thus, cannot be operated directly on a constant potential 
supply of unlimited power, but requires a current limiting im- 
pedance in series with it, or a source of limited power, that 
is, a source in which the voltage drops with increase of cur- 
rent, as a constant current transformer or an electrostatic 
machine, etc. 

The disruptive voltage essentially depends on the gas pressure 
in the space between the electrodes, and also on the chemical 
nature, and on the temperature of the gas. It is over a wide 
range, directly proportional to the gas pressure. Thus, at n 
atmospheres pressure the voltage required to jump a spark 
between two terminals is n times as great as at one atmosphere. 
This law seems to hold from the highest pressures which have 
been investigated down to pressures of a few mm. mercury, that 
is, down to about jiir atmosphere. When coming to still lower 
pressures, however, the disruptive voltage decreases less, ulti- 
mately reaches a minimum — usually somewhere between 1 nun. 
and 0.1 mm. mercury pressure — and then increases again and 
at extremely high vacua becomes much higher than at atmos- 
pheric pressure, so that it seems that it is infinite in a perfect 
vacuum, that is, no voltage can start conduction through a 
perfect vacuum. As the gas filling the space is the conductor 
in disruptive conduction, it is easily understood that in a per- 
fectly empty space, or an absolute vacuum, no disruptive con- 
duction would exist. 

The visible phenomena of disruptive conduction very greatly 
change with the change of gas pressure; from the electrostatic 
spark at atmospheric pressures to the Geissler tube glow in the 
vacuum; but the change is gradual, thus showing the identity 
of the two phenomena. At atmospheric pressure, disruptive 
conduction occurs by a sharply defined, relatively thin and noisy 
spark of very high brilliancy, which traverses the space between 
the electrodes in an erratic zigzag path, not imlike in appearance 
to the mechanical fracture of a solid material; and, indeed, the 
spark is an electrostatic rupture of the gas. If the electrostatic 
field is fairly uniform, as between parallel plates, or between 
spheres of a diameter 1.5 or more times their distance, with 
pmiual rising voltage, the spark occurs when the disruptive 
voltage is reached, without being preceded, at lower voltage, by 
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any other phenomenon. If, however, the electrostatic field is 
not uniform, as, for instance, between needle points or small 
spheres or wires, with increasing voltage the disruptive strength 
of the gas is exceeded at those places where the field intensity is 
highest, as at the needle points, before the disruptive voltage of 
the spark gap is reached, and then a partial break down occurs 
at the points of maximum field intensity, as at the needle points, 
or at the surface of high potential conductors, etc. A blue glow, 
then, appears at the needle points, followed by violet streamers 
(m air, the color being the nitrogen spectrum; in other gases 
other colors appear), and gradually increases in extent with 
increasing voltage, the so-called "brush discharge," or "corona." 
Between needle points the brush discharges increase in extent, 
and approach each other until they bridge nearly 60 per cent of 
the gap, and then the static spark occurs. 

At higher gas pressures the spark increases in brilliancy, in 
noisiness, but gets thinner. If, however, we gradually decrease 
the gas pressure, the spark gets thicker, less brilliant, and less 
noisy, its edges are less sharply defined, that is, get more diffused, 
and ultimately it passes between the terminals as a moderately 
ki^t, thick and noiseless stream, gradually fading at its outside, 
and at stiU higher vacua it fills the entire space of the vacuum 
tube. At the same time the required voltage is decreased with 
decreasing gas pressure, as discussed above. 

46. I show you here (Fig. 31) the gradual change from the 
static spark to the Geissler tube glow: in a closed glass tube (?, 
I have two needle-shaped terminals, 5 cm. distant from each other, 
and supply them with energy from a small 33,000-volt trans- 
former. You see the oscillating static spark at atmospheric 
pressure. By now exhausting the tube, while the voltage is 
maintained at the terminals, you can watch the gradual change 
from the static spark to the Geissler tube glow. In this experi- 
ment, a small condenser, a Leyden jar, is shunted across the high- 
potential terminals of the transformer, to guard against the 
disruptive conduction changmg to continuous conduction, that 
is, to an arc, and a reactance inserted into the low-tension pri- 
maiy of the step-up transformer, to limit the discharge current, 
as shown diagrammatically in Fig. 31. 

If the Geissler tube has a considerable diameter, 3 to 5 cm.^ 
the Geissler dischai^e with alternating current is striated; that 
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1 bright spots with diffused outlines alternate with 
spaces, about as shown in Fig. 32. The distance 
uminous disks increases with decrease of the gas 
o sets of such disks exist, one issuing from the 
r from the other terminal. They are stationary 
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s pressure is perfectly constant, but separate and 
the slightest change of pressure, hence are almost 
but constantly moving through each other. The 
isks, by passing through each other during thar 
ise to a number of different appearances. Some 
^e shapes are shown in Fig. 32. 
distribution in the space between the terminals, 
conduction, also chajiges with the pressure: at 
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atmoepheric pressure, practically all the voltage is co 
the space between the terminals, and between needle 
distances of 10 cm. and over very closely 4000 volt 
alternating per cm. (10,000 volts per inch) are require 
gap between needle points, however, requires 16,000 vol 
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Fig. 32. 

decreasing gas pressure the voltage consumed in th( 
tween the terminals decreases,but the voltage consul 
terminals increases, and in a good Geissler tube va( 
nitrogen gas filling the space between the terminals, fr 
3000 volts may be consumed at the terminals, while 1 
consumed in the space between the terminals may d 
as 2 volts per cm. or less. 

The voltage consumed at the terminals seems to de< 
nicrease of their size. The voltage consumed in the 
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tween the terminals, that is, in the luminous stream of the Gdss- 
ler tube, seems to be practically independent, not only of the 
it, but also of the size of the tube, as should be expected 
% disruptive discharge. It varies, however, with the tem- 
ire, and is different with different gases, that is, different 
have different disruptive strength. 
5 light given by the Geissler tube shows the spectrum of the 
nd thus is very bright and fairly efficient with a gas as nitro- 
vhich gives a large number of spectrum Unes in the visible 
, and less efficient with a gas as carbon dioxide or hydrogen, 
ich the Unes in the visible range represent only a small part 
J radiated energy. 

e industrial use of the electro-luminescence of disruptive 
iction, that is, Geissler tube lighting, is still limited (MooiB 
. So faronly nitrogen gives a fairly good eflSciency; itreaches 
'ently values between the tungsten lamp and the tanta- 
lamp, or, a specific consumption of two watts per mean 
ical candle power. The color of the nitrogen spectrum is 
lish yellow. As the range of gas pressure in which the 
ge is near the minimum is very narrow, and the gas pres- 
ehanges during operation, by absorption at the electrodes, 
neans have to be provided to maintain constant gas pressure 
itomatically feeding gas into the tube whenever the pres- 
irops below the minimum voltage or maximum efficiency 
. The greatest disadvantage of Geissler tube lighting, 
ver, is the high voltage required at the terminals. To get 
ifficiency the tube must be so long that the voltage con- 
i in the stream — which represents the power converted 
light — is much larger than the voltage consumed at the 
nals — which represents wasted power. With a terminal 
of 2000 volts, and two volts per cm. in the conducting gas 
n, to use half of the supply voltage for light production, thus 

2000 
res a tube length of — — = 1000 cm. = 10 m. or 33 feet, 

o use 80 per cent of the supply voltage for light production, 
is, waste only 20 per cent of the supplied power in heating 

8000 
jrminals, requires a tube length of -;r— » 40 m. or 133 feet. 

the Geissler tube as an illuminant is essentially a large imit 
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of light, requiring high voltage (which obviously may be produced 
by a transformer at the tube) and having a very great size. It 
gives, however, low intrinsic brilliancy and splendid diffusion of 
the light. 

Contimums Conduction. 

47. In contimunis conduclion, or arc conduction, the conductor 
is a stream of electrode vapor, which bridges the gap between the 
electrodes or terminals. 

While in the spark, or the Geissler discharge, the conductor is 
the gas which fills the space between the terminals, in the electric 
arc the current makes its own conductor, by evaporation of the 
electrode material, and maintains this conductor by maintain- 
ing a supply of conducting vapor. The color and the spectrum 
of the arc, thus, are those of the electrode material, and not of 
the gas which fills the space in which the arc is produced, and 
the nature of the gas in the space thus has no direct effect on 
the arc. Its pressure obviously has an effect, as the vapor pres- 
sure of the conducting arc stream is that of surrounding space, 
thus mcreases with increasing gas pressure, and the arc vapor 
then contracts, the arc gets thinner, while with decrease of the 
gas pressure in the space surrounding the arc the vapor pressure 
of the arc stream also decreases, thus the vapor expands, and 
the arc stream becomes larger in section and correspondingly 
less luminous. 

As the arc conductor is a vapor stream of electrode material, 
this vapor stream must first be produced, that is, energy must 
first be expended before arc conduction can take place. An arc, 
that is, continuous conduction, therefore, does not start spon- 
taneously between the arc terminals if sufficient voltage is sup- 
plied at the terminals to maintain the arc, but the arc has first 
to be started, that is, the conducting vapor bridge produced by 
the expenditure of energy. 

If, therefore, in the arc the current ceases even momentarily, 
the conduction ceases by the disappearance of the vapor stream 
and does not start again spontaneously, but the arc has to be 
started by producing a vapor stream. With alternating voltage 
supply the arc, thus, would go out at the zero of current and have 
to be started again at every half wave. In general, the arc, thus, 
is a direct current phenomenon. 
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Some of the means of starting arc conduction are: 
(1.) By bringing the terminals into contact with each other 
and thereby closing the circuit, that is, establishing the current, 
hen slowly separating them. In the moment of separation 
ontact point is heated, vapor produced at it, and during the 
ation of the terminals, a vapor stream is left behind as 
acting bridge. Obviously, if the terminals are separated 
rapidly, and the voltage is not much higher than required 
aintain the arc, not enough vapor may be produced to con- 
the current, and the arc does not start. 
) By raising the voltage between the terminals so high that 
tic spark passes between them, that is, disruptive conduction 
rs. The energy of this static spark, if sufficiently large, that 
the high voltage is maintained sufficiently long, then pro- 
3 the vapor stream and starts the arc, that is, the arc follows 
park. If the duration of the high voltage is very short, the 
ry of the spark may not be sufficient to start the arc. Thus 
frequency discharges between Uve terminals frequently are 
ollowed by an arc, and the lower the voltage between the 
inals is, the more powerful a static spark is required to start 
re. 

) By supplying the conducting vapor stream from another 
that is, by an auxiliary arc. If the vapor stream of this 
iary arc issues from the same terminal as the vapor stream 
e main arc which is to be started, only the normal operating 
ge is required in starting the latter arc, while a higher volt- 
s required, if the vapor is supplied by an entirely separate 

) By raising the space between the terminals to a very high 
erature, as by bridging the terminals by a carbon filament, 
3y the passage of current raising this filament to very high 
erature. 

, The sharp distinction between the arc, in which the cur- 
makes its own conductor by a vapor stream issuing from 
erminals, and the Geissler discharge, in which the current 
the gas which fills the space as conductor, is best illustrated 
dng in either case the same material, mercury, as conductor, 
''e here a vacuum tube, shown to scale in Fig. 33, about 25. 
liameter, with three mercury terminals. The tube has four 
ury terminals, of which, however, I use only three. The 
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gas which fills the space between the terminals is men 

1 now connect, as shown diagrammaticaliy in Fig. 3 

2 and 3 to the high potential coil of a step-up transfc 
low potential circuit contains a reactance to limit th 
aod you see the striated Geissler discharge throuj 




Fia. 33. 



vapor appear between terminals 2 and 3, giving th< 
of the mercury spectrum. The terminals are quiet 
not participate in the conduction. I now connect 
and 2 through a resistance, to a direct current sup 
the tube momentarily to let some mercury run over 
and by thus momentarily connecting these termini 
the current and so start the arc, and you see the 
pass between terminals 1 and 2, and see at one tei 
negative one — a rapidly moving bright spot, whic 
point from which the vapor stream issues which cai 
rent. We have here in one and the same vacuu 
with the same material — thus, the same color and 
light, both types of conduction — the continuous higl 
low voltage conduction of the mercury arc, and the 
voltage low current disruptive conduction of the 
charge through mercury vapor. 

The conducting vapor stream which carries the c 
arc, at least in all arcs which so far have been invest 

♦ A trace of hydrogen is left in the tube, to lower the alte 
required for its operation. 
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egative terminal or cathode, and is in rapid motion 
egative towards the positive. The character of the 
re, is determined by the material of the negative 
le temperature of the arc stream in general probaUy 
erature of the boiling point of the negative terminal, 




FiQ. 34. 

ctrum of the arc is the spectrum of the negative ter- 
exception herefrom, occurs only in those cases in 
positive terminal contains material which boils below 
tture of the arc stream (flame carbons) and the poa- 
lal is made so small that its tip is raised to the 
I of the arc stream, and at this temperature heat 
L of the material of the positive occurs. These vapors 
re stream, and there become luminous, possibly by 
tninescence, and add their spectrum to that of the arc 
that is, the negative material. In this case the arc 
lows the negative as well as the positive material, or 
more volatile components of the positive material. 
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With the exception of this case of heat evaporation from the 
positive terminal, the material of the positive terminal does not 
participate in the phenomena occurring in the arc. Thus the 
positive can be made of any conducting and refractory material, 
and if made sufficiently large not to get too hot, does not con- 
sume; only the negative terminal of the arc consumes in feeding 
the arc flame, that is, supplying the vapor conductor, but the 
positive is inherently non-consuming, and may be made a perma- 
nent part of the arc-lamp mechanism. On the contrary, if the 
positive is made so large that its temperature remains very much 
below the arc temperature, condensation of the arc vapor occurs 
at it, and it builds up, that is, increases in size. Consumption 
of the positive terminal is thus due merely to the heat produced 
at it by combustion or heat evaporation. 

While the arc conductor issues from the negative terminal, in 
general more heat is produced at the positive terminal. Thus 
with both terminals of the same size and material, as usual in 
the carbon arc, the positive gets hotter, and therefore in open 
air bums o£f faster, which has led to the erroneous assumption 
that the positive feeds the arc. 

While carbon is the material most commonly used as termi- 
nals, the carbon arc is not a typical arc, but is an exceptional arc. 

(1) Because carbon is one of the very few substances which 
change directly from the solid to the vapor state, that is, do not 
melt at atmospheric pressure, but boil below the melting point. 

(2) Carbon is the most refractory substance and the tempera- 
ture of the carbon arc higher than the boiling point of any other 
substance. Any material existing in the terminals of a carbon 
arc thus evaporates, and by entering the arc stream shows its 
spectrum, so that luminescent material can be fed into the carbon 
arc from either terminal. 

(3) At the temperature of the carbon arc all gases and vapors 
have become good conductors, and a carbon arc thus can operate 
equally well on alternating current as on direct current; that is, 
the voltage required to maintain the carbon arc is sufficient, 
after the reversal of current, to restart it through the hot carbon 
vapor. 

A typical arc is shown in Fig. 35 as the magnetite arc, 
with a lower negative terminal M consisting of magnetite, 
the non-consiuning upper terminal C of copper, and of such 
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X it does not get so hot as to oxidize or evaporate, 
icienUy hot to avoid condensation of magnetite vi^r 

re flame consists of an inner cylindrical core A, of bluish 

)lor and high brilliancy, sh^tly tapering at both ends, 

surrounded by a less luminous shell J5, of more yellowish 

color, narrowest at the negative end, and increasing 

in diameter towards the positive, surrounding the 

latter. 

The inner core A is the arc conductor, or con- 
ducting vapor stream, while the outer shell B is 
non-conducting luminous vapor, possibly containing 
particles of solid material floating in it as incan- 
descent bodies. 

The arc conductor A issues from a depression S in 

a melted pool P formed on the surface of the terminal 

M. This depression 5 is in a rapid and erratic 

motion, and thereby causes a constant and rapid 

flickering of the arc. It is this flickering, inherent to 

all arcs in which the negative terminal is fusible (which 

therefore does not exist in the carbon arc), which has 

the industrial development of the more eflBcient metal 

^il late years. Its cause is the reaction exerted by 

jity of the vapor blast from the negative, which presses 

ice of the Uquid pool down at the point from which 

ent issues. The starting point of the current con- 

/ climbs up the side of this depression, in shortening 

but, in doing so, depresses its new starting point, 

the depression S, and thereby the negative end of the 

im moves over the surface the faster the more fluid 

ice is. In the mercury arc, this phenomenon of the 

spot at the negative terminal thus is very marked, but 

)jectionable, as the arc stream is so long that the flicker 

3gative terminal has no effect on the total light. This 

; disappears in the magnetite arc if we destroy the 

)f the melted magnetite by mixing with it some much 

ractory material, as chromite. The chromite remains 

holds the melted magnetite like a sponge. The reaction 

por blast, then, cannot depress its starting point, and no 

' exists of shifting the starting point, and the arc becomes 
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steady. In this maimer such arcs have now been 
and thereby suitable for industrial use. 

49. Since the arc conductor issues as a rapidly n 
stream from the negative terminal or cathode^ it i 
tinuous at the cathode; if interrupted even for a vei 
at the cathode, a break exists in the continuity of tl 
and conduction ceases, that is, the arc extinguish 
other point of the arc stream, however, a break in tl 
of the stream may exist, provided that current coi 
the native, since such a break in the continuity 
ducting vapor stream is bridged again, and conduct 
lished by the vapor stream coming from the negativ( 




FiQ. 36. 

arc can be started by merely starting a conducting v 

from the negative, as by an auxiliary arc. As sooe 

ducting vapor reaches the positive terminal, it close 

and establishes conduction. An arc can be shifted 

from one positive terminal to another one, but cannc 

from negative to negative; the negative terminal, a 

of the conducting vapor stream, must be continuous 

To illustrate this, I have here (Fig. 36) in a han 

copper rods A and B of about 5 mm. diameter, as ai 

separated by 2.5 cm., and connected into a 220-vol 

rent circuit, with sufficient resistances in series to limii 

to about 4 amperes. A third copper rod of the 8i 

is connected by a flexible lea«i to the upper terminal 

the reveising switch iS so as to make A negative, a 
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Dositive. and start an arc between A and C by touching CtoA, 
lis arc to about 4 cm. length, and without touching C 
s soon as the conducting vapor stream of the arc AC 
r core A of Fig. 35) touches B, as shown in Fig. 36, the 
1 C and goes to B, that is, by the arc AC I have started 
[f I had separate resistances in series with the terminals 
the arc AC would also continue to exist after it started 
otherwise, as two arcs cannot run in parallel, the longer 
goes out as soon as the shorter arc AB starts, 
reverse the circuit by throwing switch S, and make A 
and B and C negative, again start AC by contact, and 
ut until the arc flame wraps itself all around terminal 




FiQ. 37. 

le arc does not transfer. I even insert 10 ohms resist- 
series with C (Fig. 37), so that the voltage AB is about 
tiigher than AC, that is, B by 40 volts more negative 
nd still the arc does not transfer. I now touch C with 
jparate it again; if during contact the negative spot 
; motion happens to run over to terminal jB, the arc con- 
itween B and A; if, however, the negative spot has 
on C, when separating again, the arc remains at (7 as 
although B is more negative by 40 volts, 
therefore can be started at its normal starting voltage 
ixiliary arc having the same negative, but not by an 
arc with the same positive, and an arc can be shifted 
) positive to another, but not from one negative to 
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another. The cause is, as explained above, the ne( 
continuity at the negative terminal as the source of 
ing vapor stream. 

Still more startling is the following demonstratioi 
resistance r^ from C to B, and start the arc from A 
as negative, by bringing these terminals into conta 
other, and then separating them. The auxiliary 
(Rg. 38) now is by 40 volts more negative than 
terminal B of the arc. I now cut slowly through tl 
by moving C across it between A and B, as show 
the arc AB remains, but no current goes to C, al 




Fig. 38. 

negative, that is, at a higher potential difference a 
distance against A than B is. I even hold C for i 
the conducting core of the arc AB, and still the cur 
shift from the negative B to the still more negative 
This experiment is interesting in demonstrating tha 
immersed into the arc flame does not assume the po 
arc flame, but may differ therefrom by considerable 
that it therefore is not feasible to determine the ] 
tribution in an arc by means of exploring electi 
frequently been attempted. 

Obviously, if I now reverse the circuit, and mj 
positive, A negative, the current leaves B and goes 
as C touches the conducting core of the arc AB. 

50. The electric arc, therefore, is a unidiredim 
that iS; the vapor stream is conducting between 
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in Fig. 36, that is, the starting point of the aic 
any point reached by it which is positive to A, but 
icting for any point which is negative with respect 

Ilg. 38, with the terminal C immersed in the arc 
nnect A and C to a source of alternating voltage, 
Fig. 39, while a direct-current arc flows from A toB, 
gative, then during that half-wave of the alternating 
wrhich C is positive to A, there is current between A 

for the reverse half-wave, in which C is negative to 
Qo current. The arc thus rectifies the alternating 
I the rectification is complete, that is, there is 




FiQ. 39. 

Qg one half-wave only, but no current at all dur- 
r. I show you this experimentally, using 110 volte 
between A and C. With this arrangement, to 
e rectification continuously, obviously the ter- 
Id have to be cooled. 

g voltage thus can be rectified by means of the 
il character of the arc : if a continuous vapor stream 
d from one terminal, either by direct-current ex- 
by overlapping several waves of alternating cur- 
t is in that direction only in which this exciter 
egative, but not in the opposite direction, 
ectifiers — of which the mercury arc rectifier is the 
)nly used — have been developed and extensively 
1 the industry, of late years, for operating low-volt- 
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age constant direct potential and high-voltage const 
current circuits from a source of alternating voltage, 
the electrical phenomena occurring in arc rectifi( 
"Theory and Calculation of Transient Electric Phen( 
Oscillations," Section II, Chapter IV. 
' The inability of an alternating voltage to mainti 
I show you here on the same apparatus by connectii 
terminals (Fig. 40) A and fi to the 1000-volt tern 
transformer — with sufficient resistance in series U 
current. 

While 220 volts direct current easily maintainec 
2-cm. arc between these terminals, with 1000 volts 
between the terminals, if I try to produce an alter 
by gradually separating the terminals, the circuit oi 
the terminals have separated 1 mm.; that is, 1000 
Dating cannot maintain an arc of 1 nmi. between th 




Fig. 40. 

terminals. The cause is obvious: to maintain an alte 
between two terminals, a voltage is required sufficieE 
restart the arc at every half-wave by jumping an e 
spark between the terminals through the hot residu; 
the preceding half-wave. The voltage required by 
static spark, that is, by disruptive conduction, dec 
increase of temperature: for a 13-mm. (0.5-in.) gap, 
10,000 volts at atmospheric temperature, 7000 v( 
boiling point of mercury (360 deg. cent.), 2500 v 
boiling point of zinc (1000 deg. cent.), 500 volts at 
point of magnetite (2000 deg. cent.), 100 volts at 
point of titanium carbide (3000 deg. cent.), 40 v 
boiling point of carbon (3700 deg. cent.). The 
quired to maintain a 13-mm. alternating arc must t 
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magnetite arc, 75 volts for the titanium carbide arc, 80 volts 
for the carbon arc.* 

As seen from Fig. 41, the curves I and II intersect at some 
very high temperature, near the boiling point of carboi 
materials which have a boiling point above the temperal 
intersection of these curves require a lower voltage for r 
ing the arc than for maintaining it, and a voltage suffici 
maintain the arc restarts it at every half-wave of alter 
current, that is, such materials can maintain a steady all 
ing arc at the same voltage as a direct-current arc. 
materials like titanium carbide, in which the starting vol 
not much above the running voltage, maintain a steady 
nating arc, as in starting, the voltage consumed during ri 
in the steadying resistance or reactance is available. 

Alternating arcs thus can be maintained at moderate 
ages only by a few materials of extremely high boiUng poi 
carbon and carbides, but by far the largest number of ma 
cannot be used as terminals of an alternating-current arc. 

In Kg. 41 the range between the curves I and II 
"rectifying range," as in this range unidirectional cun 
produced from an alternating source of voltage through tl 
if the arc conductor is maintained by excitation of its ne 
terminal. The voltage range of rectification thus is higl 
the mercury arc, which has the lowest temperature, and vf 
in very high-temperature arcs. The carbon arc thus < 
give complete rectification, while the mercury arc, or zii 
etc., can do so. The merciuy arc, having the greatest 
fication range, thus is practically always used for this pui 

Below curve II of Fig. 41 no conduction occurs, b 
curves I and II, unidirectional conduction takes plac 
above curve I disruptive conduction by alternating c 
can exist. 

51. The light, and in general the radiation given by t 
proper, that is, by the vapor conductor which carries tl 
rent between the terminals, is due to luminescence, thai 
a more or less direct transformation of electric energ 

♦ This voltage also is not merely a function of the arc temperati 
modified somewhat by the chemical individuality of the material, 
fmiction of the current and decreases with increase of current, so tha 
values are approximate only, corresponding to about 4 amperes. 
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radiation, without heat as intermediary form of energy. The 
quality or color of the light, or its spectrum, that is, the fre- 
quency or frequencies of radiation given by the arc stream, 
thus are not a function of the temperature, as in the radiation 
produced by heat energy, but the frequencies are those at 
which the luminescent body is capable of vibrating, that is, 
are determined by the chemical nature of the luminescent body 
or vapor conductor. The eflBciency of light production thus 
does not directly depend upon the temperature, does not in- 
crease with increase of temperature, as in temperature radia- 
tion, but to some extent rather the reverse. We have the sanae 
relation as in other energy transformations: when converting 
heat into other forms of energy, the more intense the heat, 
that is, the higher the temperature, the higher efficiency we 
may expect. When transforming, however, some form of 
energy differing from heat, into another form of energy, as 
mechanical into electrical energy, the heat produced repre- 
sents a waste of energy, and the lower the temperature, the 
higher in general, other things being equal, would be the effi- 
ciency. The efficiency of light production by the arc thus is 
not a function of the temperature, but the lowest temperature 
arc, the mercury arc, is one of the most efficient. 

The light given by the arc contains only a finite number of 
definite wave lengths, that is, gives a line spectrum: very few 
lines in the ordinary mercury arc, many thousands in the tita- 
nium arc. The color of the light is essentially characteristic of 
the nature of the luminescent body. For instance, it is white 
in the titanium arc, as the lines of the titanium spectrum are 
fairly uniformly distributed over the entire visible range. The 
light of the calcium arc is orange yellow, as the spectrum lines of 
calcium are more frequent and more intense in the orange- 
yellow range of radiation, etc. 

Frequently a change of the color of the luminescent light of 
the arc occurs with the temperature, but it does not follow 
a definite law, as in temperature radiation, but is a char- 
acteristic particularity of the luminescent body: some of the 
spectrum lines increase more rapidly in intensity, with increas- 
ing temperature, than others, and the resultant color of the 
light changes thereby. For instance, the ordinary iron arc, as 
produced by 4 amperes direct current across a gap of 2 cm. 
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between iron or magnetite terminals, and requiring about 75 
volts, is white and very brilliant, that is, has a spectrum with 
many lines about uniformly distributed over the visible range. 
We can greatly increase the temperature of the arc by using a 
high-frequency condenser discharge: in this case very large 
currents of very short duration exist as oscillations between the 
terminals, with periods of rest between the oscillations, very 
long compared with the duration of the current. In this case 
the duration of the current is too short to feed a large volume 
of electrode vapor into the arc stream, and as the current is 
very large during the short moment of the discharge, the 
vapor between the terminals is very greatly overheated. Oscil- 
lating condenser discharges thus offer a means of increasing the 
temperature of the arc stream very greatly beyond the boiling 
point of the material. When using a condenser discharge be- 
tween iron terminals, we thus get an iron arc of very much 
higher temperature, and this arc gives very little visible light, 
but a very large amount of ultra-violet radiation. It is this 
arrangement which we have used in the preceding to produce 
ultra-violet light by the so-called "ultra-violet iron arc." In 
the iron arc the average wave length of the radiation thus shifts 
with increasing temperature to shorter wave lengths, or hi^er 
frequencies, similar as in temperature radiation. 

The reverse is the case with the mercury arc: the ordinary 
mercury arc in an evacuated glass tube, with ample condensing 
chamber, gives practically no red light; only a very powerful 
spectroscope can discover some very faint red lines. If now 
the condensation of the mercury vapor is made insufficient, 
by obstructing ventilation, or greatly raising the current, or 
omitting the condensing chamber in the construction of the 
lamp, and the mercury vapor pressure and thereby the tem- 
perature increased, at least three red lines located about as 
shown in fig. 42 become visible in the mercury spectrum even 

m a low-power spectroscope, — i ni — i — i 1 1 — r 

and increase in intensity with I III I I I II 
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mcreasing vapor pressure. To rC^ oreen 

showyou this I useaU-shaped ^Q- 42- 

mercury lamp constructed as shown half size in Pig. 43. I con- 
nect the lamp into a 220-volt direct-current circuit, with an 
inductive resistance in series thereto, to limit the current, and 
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arc by pouring some mercury over from one side to 
. Immediately after starting the lamp you see no red 
he low-power spectroscope which I have here. As with 
current which I use — 3 amperes — the mercury vapor 
reely condense, the mercury vapor pressure rises and 




Fig. 43. 

he mercury level down in the center tubes, up in 
de tubes, as indicated at b in Fig. 43, and thereby 
IS to measure the mercury pressure. Gradually you 
hree red Unes appear, and increase in intensity, and 
5 vapor pressure has risen to about 5 cm., the three 
are fairly bright, and numerous other red and orange 
lines have appeared. At this pressure we are so close 
►ftening point of the glass that we cannot go further, 
derating the mercury arc in a quartz tube, vapor pres- 
everal atmospheres can be produced, and then the red 
very much more intense, many more Unes have be- 
ble in the mercury spectrum, and the Ught is far less 
than the low-temperature mercury arc, more nearly 

luch higher temperatures can be reached in the 
arc in an ordinary glass tube by using the condenser 

5 here, in Fig. 44, a mercury-arc tube with four 



Digitized by VjOOQIC 



LUMINESCENCE. 

terminals — the same which I used in Fig. ; 
simultaneously the mercury arc and the Geissl 
comiect terminals 3 and 4 to the high potential 
step-up transformer, but shunt a small condense 
4; you see, in the moment where I connect the 
previously existing green and striated Geissler di 



rvMOHHS 




to a bright pinkish-red arc, and the spectroscope 
spectrum lines in the red and orange have greai 
number, and have increased in intensity beyo 
lines in the green and blue, and the color of the 
lias changed from green to pinkish red. 

We have here in the same mercury tube a 
niatically in Fig. 44 all three forms of luminesce 
vapor: the high-current low-voltage, low-temp 
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uniform green color, from 1 to 2; the green high-voltage low- 
current striated Geissler discharge, from 2 to 3, and the red high- 
Trnifoge mercury arc, from 3 to 4. 

the mercury arc, as result of the more rapid increase of 
rity of the red Unes, the color of the light thus changes 
increase of temperature from bluish green at low tempera- 
x> white to red at very high temperature, that is, the aver- 
requency decreases with increase of temperature, just the 
3e from what is the case with temperature radiation. 
B change in the distribution of the power of radiation 
jen the different spectrum lines, with change of tempera- 
may increase the efficiency of light production — if the 
in the visible range increase faster than in the ultra-red 
ultra-violet — or may decrease — if the visible lines in- 
3 slower — or may increase in some temperatiue range, 
ase in some other temperature range, but ail these changes 
baracteristic of the luminescent material, and do not obey 
leral law. Thus in the mercury arc the efficiency of light 
iction, with increase of temperature, rises to a maximum 
out 150 deg. cent., then decreases to a minimum, and at still 
r temperature increases to a second maximum, higher 
the firat one, possibly between 600 and 800 deg. cent., and 
decreases again. 

Essentially, however, the efficiency of light production 
le arc is a characteristic of the material of the arc stream, 
;hus substances which give a large part of their radiation 
ectrum lines in the visible range — as calcium — give a 
efficient arc, while those substances which radiate most of 
energy as lines in the invisible, ultra-violet or ultra-red — 
^bon — give a very inefficient arc. The problem of efficient 
production by the arc therefore consists in selecting such 
rials which give most of their radiation in the visible range, 
•bon, which is most generally used for arc terminals, is 
f the most inefficient materials : the carbon arc gives very 
light, and that of a disagreeable violet color; it is practi- 
non-luminous, and the light given by the carbon arc lamp 
entially incandescent light, temperature radiation of the 
descent tip of the positive carbon. The fairly high effi- 
Y of the carbon arc lamp is due to the very high tempera- 
)f the black body radiator, which gives the light. 
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The materials which give the highest efficiencies of light 
production by their spectrum in the arc stream are mercury, 
calcium and titanium. 

As mercury vapor is very poisonous, the mercury arc has to 
be enclosed air-tight, and has been developed as a vacuum arc, 
enclosed by a glass or quartz tube. Its color is bluish green 

Calcimn gives an orange-yellow light of very high efficie 
and is used in most of the so-called "flame-carbon arcs, 
"flame arcs." 

Titanium gives a white light of extremely high efficie 
It is used in the so-called "luminous arc," as the magnetite 
in direct-current circuits, the titanium-carbide arc in altemal 
current circuits. 

53. Two methods exist of feeding the light-giving mat 
into the arc stream: 

(1) By electro<(mducti(m, that is, using the material as 
vapor conductor which carries the current. In this cas 
must be used as negative, as the vapor conductor is sup] 
from the negative; such arcs are called "luminous arcs." 

(2) By heat evaporation; in this case, a very hot arc mug 
used, and thus usually a carbon arc is employed. As the ; 
tive terminal is the hottest, the material is mixed with the 
bon of the positive terminal, and as negative terminal eitl 
plain carbon, or also an impregnated carbon used; such 
are called "flame arcs." 

The method of heat evaporation is always used with calc 
since no stable conducting calcium compound is known vi 
may be used as negative arc terminal. With titanium, usi 
d^tro-conduction is employed, that is, a titanium oxide-] 
netite mixture, or titanium carbide, used as negative term 
and any other terminal, as copper or carbon, as positive 
minal. Titanium can aJso be introduced by heat evapon 
by using a titanium-carbon mixture as positive terminal c 
both terminals of the flame-carbon arc. 

Both methods of feeding — electro-conduction and heat ev 
ration — have advantages and disadvantages. 

EHectro-conduction has the great advantage that the 
perature of the terminals is immaterial, as heat plays no pa 
feeding the luminescent material into the arc flame. The 
tive terminal of the arc can be made sufficiently large ac 
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such material as not to consume at all, and the trinmiing of the 
lamp thus reduced to the replacing of one electrode only — the 
J. The negative electrode also can be made so large as 
in fairly cold, and therefore consumes only at the very 
le required to supply the arc vapor, but does not con- 
' combustion or heat evaporation. Thus its rate of con- 
n can be reduced to 1 nmi. or less per hour (while the 
pbon arc of old consumes about 5 cm. of electrodes per 
nd thereby even with a moderate size of electrode a life 
odes of 100 to 200 hr. or even much more secured. This 
of feeding thus lends itself very well to long-burning arcs, 
are almost exclusively used for American street lighting, 
ectro-conduction higher eflBciencies can be reached ihm 
evaporation, as the arc vapor stream when produced by 
jonduction can be made to consist entirely of the vapor 
iminescent material, as when using metallic titanium as 
) terminal. 

advantage of the method of feeding the arc by electro- 
ion is the much greater limitation in the choice of 
s: the material must be an electric conductor, which is 
I the air, and reasonably incombustible. In the method 
ig by heat evaporation any material can be used, as 
iced with carbon, and the conductivity is given by the 
Thus, in the titanium arc, either metaUic titaniimi or 
I carbide or sub oxide must be used, but the most com- 
inium compound, TiO,, or rutile, is not directly suitable, 
is a non-conductor. In the direct-current titanium arc, 
•tiled magnetite arc, a solution of TiO,, or rutile, in mag- 
'e304, which is conducting, is used, that is, a mixture of 
ith a considerable weight of magnetite. While mag- 
so gives a luminous arc, — the white iron spectrum, — 
ency of the iron arc is lower than that of the titanium 
the eflSciency of the magnetite arc thus lower than that 
are titanium arc, though much higher than that of the 
trc. 

m cannot be used at all by electro-conduction: the 
ire common conducting calcium compound is calcium 
As negative terminal calcium carbide gives an arc of 
mcy far superior to that of the flame-carbon arc, but, 
im carbide disintegrates in the air, it cannot be used. 
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Still greater is the limitation for alternating current; in this 
case the material, in addition to its other quoiifi^«>^'^^o nmicf 
have such a high boiling point as to maintain j 
ing arc, as discussed above. Of the titanium 
titanium carbide seems to fulfill this requirei 
compounds, apparently none. 

54. The most serious disadvantage of th( 
conduction for feeding the arc, however, has be 
greater unsteadiness of metal arcs compared 
arc. It is this feature which has retarded 
of true luminous arcs until recent years, tha 
were found to produce steadiness by eliminat 
of the negative spot by the admixture of a 
material, — chromite in the magnetite arc, — 
the unsteadiness due to the occasional mome 
of the luminous inner core of the arc by the adi 
small amount of some more volatile material. 

The great advantage of the method of feedinj 
material into the arc flame by heat evaporation, 
positive, is the possibility of using carbon a 
which ^ves the inherent steadiness of the cart 
has led to the development of this type of hi] 
the flame arc, before the development of true h 

A further advantage is the possibility of i 
current equally well and with the same electro 
direct current, as the arc is a carbon arc and t 
alternating current. 

Another advantage is the great choice of ms 
since practically any stable compound, wheth( 
not, can be used in the flame carbon. Thus in 
arc, calcium fluoride, oxide and borates are ui 
nium arc, the oxide (rutile) or the carbide may 

The most serious disadvantage of the meth 
heat evaporation, which has so far excluded th 
general use for American street illumination, i 
sumption of the electrodes and their consec 
Since the luminescent material is fed into the a 
oration, the electrodes must be so small that the 
to arc temperature, and thus rapidly consume 
tion of the carbon. The combustion cannot 
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the air by enclosing the arc with an almost air-tight 
in the enclosed carbon arc, since the luminescent 
3aves the arc as smoke, and by depositing on the 
Uy obstructs the light. The rate of consumption of 
des thus is the same as in the open carbon arc, 3 to 
) 2 in.) per hour, and the flame-carbon arc even with 

length of carbon thus lasts only one night, that is, 
Buly trimming. To some extent this difficulty may 

by using the same air again, after passing it through 
epositing chamber in a so-called "circulating" or 
ive" flame lamp. 

•cury arc, being enclosed in a glass tube, necessarily 
ys be fed by electro-conduction from the negative, 
m arc is always fed by heat evaporation from the 
sitive, with a carbon negative, or from positive and 
by using flame carbons for both electrodes. The 
-re is usually fed by electro-conduction from the neg- 
also by heat evaporation from the positive by using 
-flame carbon. 

by electro-luminescence, electric energy is converted 
tly into radiation, without heat as intermediary form 

no theoretical limit can be seen to the possible effi- 
ight production by the arc, and in the mercury, cal- 
itanium arcs, efficiencies have been reached far beyond 
ible with temperature radiation. Thus, specific con- 
of 0.25 watt per mean spherical candle power are quite 
dth powerful titanium, calcium or mercury arcs, and 
I better values have been observed. It is therefore in 
on that a radical advance in the efficiency of light pro- 
Dpears most probable. At present, the main disad- 
■ light production by the arc is the necessity of an 
mechanism, an arc lamp, which requires some atten- 
^hereby makes the arc a less convenient iUuminant 
instance, the incandescent lamp, and especially the 
in the unit of light: the efficiency of the arc decreases 
ase of power consumption, and, while the arc is very 

units of hundreds or thousands of candle power, its 
s much lower in smaller units, and very small units 

produced at all. Thus, for instance, while a 500- 
\ arc may give 10 times as much light as a 500-watt 
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carbon arc, to produce by a flame arc the si 

as ^ven by a 500-watt carbon arc requires \ 

one-tentb the power. So far no way can be 

ttie efi&ciency of the arc down to such smi 

represented by the 16- or 20-candle power i 






. / 
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LECTURE VII. 
FLAMES AS ILLUMINANTS. 

Two main classes of illuminants exist: those producing 
ion by the conversion of the chemical energy of com- 
n — the flames — and those deriving the energy of radia- 
rom electric energy — the incandescent lamp and the arc 
and other less frequently used electric illuminants. 

Flames. 

produce light from the chemical energy of combustion, 
b exclusively hydrocarbon flames are used, as the gas flame, 
,ndle, the oil lamp, the gasolene and kerosene lamp, etc.; 
s, compounds of hydrogen and carbon or of hydrogen, 
1 and some oxygen are bumed. The hydrogen, H, com- 
writh the oxygen, 0, of the air to water vapor, H,0, and the 
1, C, with the oxygen of the air, to carbon dioxide, CO,; 
the air supply is insufficient, to carbon monoxide, CO, a 
poisonous, combustible, odorless gas (coal gas), which 
ippears in all incomplete combustions and is present, also, 
ermediary stage, in complete combustion. 

mechanism of the Ught production by the hydrocarbon 
I illustrate here on the luminous gas flame: where the gas 
from the burner into the air, it bums at the surface of the 
b. By the heat of combustion the gas is raised to a high 
rature. Most hydrocarbons, however, cannot stand high 
ratures, but split up, dissociate into simpler hydro- 
is very rich in hydrogen : methane, CH4, and in free carbon. 
Etrbon particles formed by this dissociation of hydrocar- 
is float in the burning gases, that is, in the flame, and are 

to a high temperature by the heat of combustion of the 

thereby made incandescent, and radiate light by tem- 
ire radiation; until ultimately, at the outer edge of the 

they are burned by the oxygen of the air, and thus 
yed. We can see these carbon particles, which, floating 

128 
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in the flame in anjncandescent state, give the light, if by passing 
a cold porcelain or glass plate through the luminous flame, 
we suddenly chill it and thereby preserve the carbon particles 
from combustion; they appear then on the plate as a carbon 
deposit, soot or lampblack. The light given by the Imninous 
hydrocarbon flame thus is due to black-body radiation, and the 
flame makes its own radiator, and afterwards destroys it by 
combustion. 

To give a luminous flame, the hydrocarbon must be suffi- 
ciently rich in carbon to split off carbon at high temperatures. 
Thus methane, CH4, does not give a luminous flame, since it con- 
tains the smallest amount of carbon which can combine with 
hydrogen, and therefore does not deposit carbon at high tem- 
peratures. Ethylene, however, Cfi^, which is the foremost 
light giving constituent of illuminating gas, dissociates in the 
flame into CH4 and C, and thus gives a luminous flame, as half 
of its carbon is set free and gives the incandescent radiator. 

If, however, the hydrocarbon is very rich in carbon, the 
amount of deposited carbon becomes so large that the energy 
of combustion of the remaining hydrocarbon is not sufficient to 
raise the carbon to very high temperatures, the luminosity 
therefore again decreases, the flame becomes reddish yellow, 
and a large amount of carbon escapes from the flame uncon- 
sumed, as smoke or soot, that is, the flame becomes smoky. 

To show you this, I pour some gasolene and some benzol in 
small glass dishes. The gasolene, having 2J hydrogen atoms 
per carbon atom, bums with a luminous flame and very little 
smoke. The benzol, having only one hydrogen atom per carbon 
atom, bums with a reddish-yellow flame, pouring out masses 
of black smoke. 

The proportion between the hydrogen and carbon required 
to ^ve a luminous non-smoky flame, therefore can be varied 
only within narrow limits: too little carbon gives a less lumi- 
nous or non-luminous flame, too much carbon a smoky reddish 
flame. 

Hydrocarbons exist having almost any proportion between 
hydrogen and carbon, from a maximum of four hydrogen atoms 
to one carbon in methane, CH4, to practically pure carbon in 
anthracite coal. Some of them are shown in the following 
table, with the number of hydrogen atoms per carbon atom 
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\ column a, and the percentage of carbon which is de- 
by dissociation, in column bfb thus may be called the 
ty index of the hydrocarbon. 

HYDROCARBONS. 



Name. 


Sute. 


Formula. 


Hydxo- 

Index 
(a). 


Luml- 
nosity 
Index 

(6). 


es: 

tne 


Gas. 
...do.... 


CHL 
C3H. 


4.0 
3.0 

2.07 

2.5 

2.4 

2.33 

2.2 

2.14 

2.1 
2.08 

2 

1 

1 

0.8 

0.71 



0.25 

0.333 
0.375 
0.40 

0.417 

0.45 

0.404 

0.475 
0.479 

0.50 

0.75 

0.75 
0.80 
0.821 


Le 


ne 


.. .do.... 


le 


...do.... 


ne 


Liquid. 
...do.... 


ene 


CuHjo 

Cl4HtO 

C,HL 


approz. 


ene 


. . .do.... 


aloil 


.. .do.... 


ne 


Solid. 
.. .do.... 


ine 


ene 


Gas. 

Gas. 

Liquid. 

Solid. 

...do.... 


les: 

lene 


CA 


i 


halene 


EM;ene 











lie proportion between carbon and hydrogen required to 
uminous non-smoky flame somewhat depends on the 
le flame, and, with a larger size, a higher proportion of 
1 is required to avoid smoke than with a smaller flame, 
e latter, due to the larger surface compared with the 
the combustion is more rapid. I show you this on the 
3: admitting a little gas, I get a small flaine, which does 
ke, but if I open the stop-cock wide I get a large and 
ame. 

a moderate-sized flame without artificial ventilation, 
to 40 per cent of the carbon must be deposited to give 
linosity without smoke. This corresponds to a value a 

7 four hydrogen atoms retain one carbon atom, while the rest of the 
iet free. 
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between 2.4 and somewhat less than three hydrogen atoms per 
carbon atom. Ethane, C^Hg, with a = 3, still gives a luminous 
flame, but of somewhat lower luminosity, and, on the other 

side, the gasolene flame, a = 2.33, is slightly smoky. Ho 

in very small flames in which the surface is larger cor 
with the volume, and the combustion thus very rapid, 
percentages of carbon can be used without smoke. Th 
flame of the paraflBne candle a = 2.08 is still smokele 
begins to smoke if it gets large, and in extremely small i 
J in. or less diameter, even acetylene, a = 1, gives sm^ 
combustion. 

Increase of the rapidity of combustion by increasing tl 
face of the flame by using a flat or hollow cyUndrical \ 
and increasing the air supply by artificial draft, as by a ch 
pves smokeless flames even up to & = 50, or one carbor 
to two hydrocarbon atoms, a = 2. 

Thus kerosene, which, due to its high carbon content a 
smokes badly, except in very small flames, is burned i 
lessly in lamps with chinmeys and flat or hollow round bi 
and then gives a high Ught intensity: with the rapid air ; 
and the large surface of the thin flame, the combustion i 
rapid, a part of the free carbon is immediately consume 
temperature is high, and thus the free carbon heated suffi 
to give considerable light, and to consume completely 
leaving the flame. With a hydrocarbon still richer in c 
as acetylene or benzol a = 1, artificial draft and large 
surface are no longer sufficient to give smokelessness, a 
total range of hydrocarbons which can be burned with 
nous flames and without smoke thus is between from tl 
two hydrogen atoms per carbon atom. 

Hydrocarbons which are too rich in carbon to be 1 
smokelessly, as acetylene or benzol, obviously can be 1 
with a smokeless luminous flame by mixing them in the 
proportions with hydrocarbons deficient in carbon, which 
by themselves would give a non-luminous or nearly noi 
nous flame. Thus a mixture of one volume of acetylene 
with three volumes of methane, 3 CH4, (the number of 
cules of gases are proportional to their volumes), gives 
smoky luminous flame: 5 C to 14 H, or a = 2.8. 

Such hydrocarbons as acetylene, benzol, etc., which a 
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in carbon, are used for enriching poor gas, that is, making it 

more luminous : gas wliich gives little free carbon, as water-gas 

^— Mch is rich in H and CO — both giving non-luminous flames), 

. which therefore would give a non-luminous or only slightly 

linous flame, thus Ls improved in its light-giving quality 

admixture of acetylene, etc. 

8. If the hydrocarbon contains oxygen, as alcohol, C^O, 
, the presence of oxygen atoms reduces the luminosity or 
tendency to smoke, by taking care of a corresponding num- 
of carbon atoms: the most stable compound is CO, and 
er vapor, HjO, as well as carbon dioxide, CO,, are reduced 
carbon at high temperature with the formation of carbon 
aoxide, CO. During the dissociation of the hydrocarbon in 
flame, each oxygen atom takes up one carbon atom, fonn- 
CO, which burns with a non-luminous flame. In approxi- 
iely estimating the luminosity or the tendency to smoke of a 
irocarbon containing oxygen, for each oxygen atom one car- 
, atom is to be subtracted. To illustrate this I pour some 
ihyde, C2H4O, and some amyl acetate, C,Hi40j, in small glass 
les and ignite them. In both the ratio of hydrogen to ca^ 
atom is a = 2, corresponding to a luminous but smoky 
le. You see, however, that the aldehyde bums with a per- 
ly non-luminous flame: we have to put out the light to see 
while the amyl acetate bums with a luminous, non-smoky 
le. Applying above reasoning, the oxygen accounts for one 
x)n atom in the aldehyde: C2H4O = CO + CH4, and in CH4: 
4, corresponding to a non-luminous flame, as observed. In 
d acetate, the two oxygen atoms take up two carbon atoms: 
i^Oj = 2 CO + C5H,4, and the ratio of hydrogen to carbon 
ns is a = 2.8, or 6 = 30, corresponding to a luminous non- 
ky flame, as observed. 

he same effect as given by oxygen contained in the hydro- 
)on molecule obviously is obtained by mixing oxygen or 
with the hydrocarbon. I illustrate this on the bunsen 
le: closing the air supply, I have an ordinary luminous and 
ewhat smoky gas flame. I now gradually admit air, and you 
irst the smoke disappear, and then the luminosity decreases, 
first the lower part, and then the entire flame, becomes 
■luminous. When the luminosity has just disappeared, the 
•unt of air mixed with the gas is just suflBcient to take up 
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all the carbon as CO, which would deposit otherwise and give 
the incandescent radiator, but it is far below the amount required 
for complete combustion, and, by still further increasing the air 
supply? yoM see the rapidity of combustion still further increase, 
as shown by the decreasing size of the flame. With increasing 
air supply, the size of the flame very greatly decreases, and, as 
the same total heat is produced by the combustion, this means 
that the heat is concentrated in a smaller volume, that is, the 
temperature of the flame is increased, in other words, the non- 
luminous bunsen flame is of higher temperatiu'e than the lumi- 
nous gas flame. 

Hydrocarbons which are too rich in carbon to bum without 
smoke, as acetylene, can be burned with a smokeless flame by 
mixing them with oxygen or with air. Acetylene is always 
burned in this manner, and all acetylene-gas burners are con- 
structed so as to take in air with the acetylene gas before com- 
bustion, that is, are small bunsen burners or similar thereto. 
Smce the temperature of the bunsen flame, due to the more 
rapid combustion resulting from the mixtiu*e with air, is higher 
than that of the ordinary gas flame, and in the acetylene flame 
in the acetylene air mixture a large part of the carbon is also 
inmaediately burned, the temperatm-e of the acetylene flame is 
very high, and the deposited carbon therefore raised to a very 
high temperature, much higher than in the ordinary gas flame, 
aiMl, as the result of the higher temperature, the black-body 
radiation of the free carbon in the acetylene flame is far more 
eflScient, and of much whiter color than in the ordinary gas flame. 

Thus the hydrocarbons which are very rich in carbon, as 
acetylene, benzol, naphthalene, etc., if burned smokelessly by 
mixture with air, give whiter and more efficient flames, due 
to their higher temperature. Especially is this the case with 
acetylene, as the energy of combustion of acetylene is higher 
than that of other hydrocarbons of the same relative propor- 
tions of hydrogen and carbon: acetylene being endothermic, 
that is, requiring energy for its formation from the elements. 

59. Since, as discussed in Lecture VI, chemical luminescence 
usually occurs where intense chemical reactions take place at high 
temperatures, — and this is the case in the flame, — chemical 
luminescence of the flame gases must be expected in the hydro- 
carbon flame. It does occm-, but does not contribute anything 
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*^ ♦Ve light production, since the spectra of hydrogen and of 
>n (or CO and CHJ are practically non-luminous. The 
lescence of the hydrocarbon flame therefore can be observed 
with those hydrocarbons which are sufficiently poor in car- 
is not to deposit free carbon, as methane, alcohol, etc., or 
lich, by the admixture of air, the deposition of free carbon 
thereby the formation of an incandescent radiator, is 
led, as in the bunsen flame. In this case, the blue color of 
ihemical luminescence of carbon-flame gases is seen: all 
uminous hydrocarbon flames are blue. 

While light, and radiation in general, can also be pro- 
i by the combustion of other materials besides hydro- 
»ns, but industrially other materials are very little used, 
ming magnesium gives a luminous flame of extremely 
brilUancy and whiteness. Its light is largely due to tem- 
ure radiation, and the flame makes its own incandescent 
tor; but unlike the hydrocarbon flame, in which the radiator 
lin destroyed by combustion, the incandescent radiator of 
nagnesium flame is the product of combustion, magnesia, 
, and escapes from the flame as white smoke. While, how- 
in the hydrocarbon flame the incandescent radiator is a 
: body, — carbon, — giving the normal temperature radiation, 
adiator of the magnesium flame, magnesia, is a colored 
tor, and its radiation is deficient in intensity in the ultra- 
md very high in the visible range, and thereby of a much 
ir efficiency than given by black-body radiation. The 
lesium flame therefore is far more eflScient than the hydro- 
in flame, and its light whiter. 

also burning aluminum, zinc, phosphorus, etc., ^ve lu- 
lls flames containing incandescent radiators produced by 
ombustion: alumina, zinc oxide, etc. 
perimposed upon the temperature radiation of the incan- 
nt radiator of those flames is the radiation of chemical 
lescence. Since, however, magnesium, zinc, aluminum, 
fairly luminous spectra, in these flames the chemical lumi- 
nce contributes a considerable part of the light, and where 
iminescent fight, that is, the metal spectrum, is of a maAed 
— as green with zinc — the flame of the burning metal 
is colored. Hence burning zinc ^ves a greenish-yellow 
), burning calcium an orange-yeUow flame, etc. 
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Obviously, where during the combustion no solid body is 
fonned, the light given by the flame is entirely chemical lumi- 
nescence. Thus burning sulphur gives a blue flame, and, if 
the temperature of combustion is increased by burning the 
sulphur in oxygen, it gives a fairly intense light, of violet color, 
and a radiation which is very intense in the ultra-violet. Thus 
before development of the ultra-violet electric arcs, as the iron 
arc, for the production of ultra-violet radiation lamps were used, 
burning carbon bisulphide, CS,, in oxygen. Carbon bisulphide, 
has the advantage over sulphiu- that, as liquid, it can easier be 
handled in a lamp, and especially the combustion of carbon 
(without adding much to the light, due to the non-luminous 
character of the carbon spectrum) greatly increases the flame 
temperature, and thereby the intensity of the radiation. 

Flames with Separate Radiator. 

61. The hydrocarbons are the only sources of chemical 
energy which by their cheapness are available for general use 
in light production. Carbon, however, is a black-body radiator, 
and its efficiency of light production therefore very low, es- 
pecially at the relatively low temperature of the luminous 
hydrocarbon flame, and such flames are, therefore, low in 
eflSciency of light production, with the exception of the acety- 
lene flame and other similar flames. 

Separating the conversion into light from the heat production; 
that is, using the hydrocarbon flame merely for producing heat, 
and using a separate radiator for converting the heat into light, 
offers the great advantage 

(1) That a colored body can be used as radiator, and thereby 
a higher efficiency of light production, at the same temperature, 
secured, by selecting a body deficient in invisible and thereby 
useless radiation. 

(2) That the rapidity of combustion can be greatly increased 
by mixing the hydrocarbon with air in a bunsen burner, and 
thereby the temperature of the flame increased, which results 
in a further increase of the efficiency of light production. 

Thus, by the use of suitable external radiators, in a non- 
luminous hydrocarbon flame, far higher efficiencies of light 
production are reached than by the use of the luminous hydro- 
carbon flame. 
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it use of external radiators probably was the use of a 
ider in a hydro-oxygen flame, in the so-called "lime 
' producing very large units of light in the days before 
c arc was generally available, 
last quarter of a century the external radiator has 
extended use in the Welsbach mantle; the hydro- 
burned in a bunsen burner, that is, mixed with air, so 
St non-luminous flame of the highest temperature, and 
,me is immersed a cone-shaped web of a highly ei- 
red radiator: thoria with a small percentage of ceria, 
so-called "mantle." The higher temperature, com- 
1 the deficiency of radiation in the invisible range, ex- 
r this colored radiator, results in an efiiciency of light 
1 several times as high as that of the luminous gas 
he distribution of intensity in the spectrum of the 
mantle obviously is not that of black-body radiation, 
s therefrom slightly, and the radiation is somewhat 
nse in the greenish yellow, that is, the light has a 
eenish-yellow hue. 

jlsbach mantle is very interesting as representing the 
extensive industrial appUcation of colored radiation. 
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imaller currents, that is, low-current arcs consume a hi^er 
ige for the same length than high-current arcs, the in- 
se being greater the longer the arc. These lines in Fig. 45 
•sect in a point which lies at Z = — 0.125 cm. = — 0.05 in. 
e = 30 volts; that is, the voltage consumed by the arc 
ists of a part, e^^ = 30 (for the magnetite arc), which is con- 
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Fio. 46. 

t, that is, independent of the arc length and of the cur- 
in the arc, but different for different materials, and a 
, ej, which is proportional to the arc length, Z, or rather to 
arc length plus a small quantity, Zi= 0.125 (for the magne- 
arc): e^ = k^{l + 0.125), and depends upon the current, 
g the larger the smaller the current. 

otting the arc voltage, e, as function of the current, i, we 
curves which increase with decrease of current, the increase 
g greater the longer the arc, as shown in Fig. 46, for the 
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magnetite arc, for I = 0.3, 1.25, 2.5, 3.75 cm. = 0.] 

1.5 in. Subtracting from the voltage, e, in Fig. 

stant part, e^ = 30 volts, which apparently r 

terminal drop of voltage, that is, the voltage v 

the energy used in producing the conducting 

at the negative, and the heat at the positive te 

the voltage, e^ = e — e^, as the voltage consunn 

stream. 

The curves of arc-stream voltage, Ci, as function < 

i, in Fig. 46, can with good approximation be 

k 
cubic hyperbolas: e.H = k^^; or, e. =—7-; and sin 

vi 

constant value of current: e^ = k^ (I + 0.12), i 

arc length and current, i, the voltage of the arc 

pressed by: ^ ^^ ^ ^^^ 

'' — VT' 

and the total arc voltage by: 



e = Co + 



Vi 



where e^, k and l^ are constants of the terminal mai 
ever, varies with the gas pressure in the space in 
exists). 

This equation (2) represents the arc charac 
good approximation, except for long low-curren 
usually require a higher voltage than calculated, 
expected from the imsteady nature of such long tl 

The equation (2) can be derived from theoret 
as follows: Assuming the amount of arc vapor 
volume of the conducting vapor stream, as propo 
current, and the heat produced at the positive te 
proportional to the current, the power p^ requin 
the vapor stream and the heating of the positi^ 
proportional to the current, i; and, as the power 
follows that the voltage, e^, consumed at the ar 
constant. 

The power consumed in the arc stream : Pi = e, 
by heat conduction, convection, and by radiation. 
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le arc stream, and thus, as the temperature of the arc 
I constant, and is that of the boiUng point of the arc 
le power p^ consumed in the arc stream is proportional 
face, that is, to the product of arc diameter l^ and arc 
or rather the arc length I increased by a small quantity 
allows for the heat carried away to the electrodes. As 
eter Id is proportional to the square root of the section 
rc stream, and the section of the arc stream, or the 
)f the arc vapor, was assumed as proportional to the 
I, the arc diameter is proportional to the square root 
prent, and the power Pj consumed in the arc stream thus 
tional to the square root of the current, i, and to (Z + /J ; 

k{l + I,) 

equation (1), and herefrom, since e ^ e^-\- e^, follows 
(2). 

ice e^ represents the power consumed in producing the 
ream and the heating of the positive terminal, and k 
r dissipated from the arc stream, e^ and k are different 
ent materials, and in general higher for materials of 
filing point and thus higher arc temperatures. It is, 
lately, 
60 = 13 volts for mercury, 

= 16 volts for zinc and cadmium, 

= 30 volts for magnetite, 

= 36 volts for carbon, 
k = 48.5 for magnetite (123 in inch measure) 

= 51 for carbon (130 in inch measure). 

agnetite arc, of which the characteristics are shown in 
md 46, thus can be represented by 

y/i 

ust agreement with the theoretical curve (2) is shown by 
m arc. This may be expected from the exceptional 
' of the carbon arc, as discussed in Lecture VI. Plot- 
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tmg, in Fig. 47, the voltage, e, consumed by a carbon arc, at 
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e the voltage c/ = 8 is consumed by the moving vapor 
tm in penetrating a layer of dead carbon vapor formed by 
evaporation from the positive terminal, and surrounding 
terminal. 

Stability Curves of the Arc. 

[. From the volt-ampere characteristic of the arc, as rep- 
ited by equation (2) and reproduced in Fig. 48 as Curve I, 
i magnetite arc of 1.8 cm. (about 0.75 in.) length, it follows 

the arc is unstable on constant potential supply, as the 
3tge consumed by the arc decreases with increase of current 

inversely, a momentary increase of current decreases the 
umed voltage, and, on constant voltage supply, thereby 
jases the current, still further decreases the arc voltage 
increases the current, and the arc thus short circuits; era 
lentary decrease of current increases the required voltage 

at constant supply voltage, continues to decrease the cur- 

and thus increase still further the required voltage, that is, 

irc goes out. 

1 constant voltage supply only such apparatus can operate 

jr stable conditions in which an increase of current requires 

ncrease, and a decrease of current a decrease of voltage, 

thus checks itself. 

iserting in series with the arc, curve I, in Fig. 48, a constant 

tance of 10 ohms, the voltage consumed by this resistance, 

ir, is proportional to the current, and given by the straight 
II. Adding this voltage to the arc voltage curve I, gives 
total voltage consumed by the arc and its series resistance, 
irve III. In curve III, the voltage decreases with increase 
irrent, for values of current below i^ = 2.9 amperes, and the 
thus is unstable for these low currents, while for values of 
ent larger than i^ = 2.9 amperes, the voltage increases with 
jase of current. The point i^ = 2.9 amperes thus separates 
unstable lower part of the curve III from the stable upper 
. With a series resistance of r = 10 ohms, a 1.8-cm. mag- 
:e arc thus requires at least e = 117 volts supply voltage, 

Iq = 2.9 amperes for steady operation. With a larger 
s resistance, as r = 20 ohms, represented by curve IF and 

a larger supply voltage is required, but smaller currents can 
perated ; with a lower series resistance, r = 5 ohms, curves 
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inductance can extend stable operation beyond the 

)oint i^. 

stability limit i^, the resultant characteristic III in 

horizontal, that is, the slope of the resistance curve 
f 
> is equal but opposite to the slope of the arc char- 



I, — ; that is, at the stability limit, 
de 



di+''=«' 




tituting equation (2) in (4), 


gives 


2iVt 


0; 


, k(l+h). 





(4) 



2 iVi 

total voltage consumed by the arc of current i and 
nd such a series resistance r as just to reach stability is 

-B = e + tr, 

VI 2 vi 

^»e,+ 1.5^^^tii); (5) 

vi 

S = 6+|. (6) 

ve is called the stability curve of the arc. It is shown 
ig. 48. It is of the same form as the arc characteristic 
ived therefrom by adding 50 per cent of the voltage 
in the arc stream. 

L an arc requiring 80 volts, of which c^ = 30 volts are 
at the terminals, e^ = 50 volts in the arc stream, 

operation, a supply voltage of more than -B ■= e + -5 

) = 105 volts is required. 
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The stability limit, on constant potential, tl 
cess of the supply voltage over the arc voltage 
the voltage, e^, consumed in the arc stream. ] 
reasonable steadiness of the current, and abse 
supply voltage is used which exceeds the arc 
75 per cent to 100 per cent or more of the volfa 
stream. 

65. The preceding consideration applies oi 
in which the gas pressure in the space surroun 
thereby the arc vapor pressure and temperati 
and independent of the current, as is the case 
(even "enclosed" arcs, as the enclosure cannot 
tight), as it is based on the assumption that t 
vapor stream is proportional to the current 
which the vapor pressure and temperature vary 
as with vacuum arcs, as the mercury arc, the re 
correspondingly modified. Thus in the mercu 
tube, if the current is suflBciently large to fill th( 
not so large that condensation of the mercu 
freely occur in the condensing chamber, the 
pated by radiation, etc., may be assumed as pr 
length I of the tube, and to the current i: 

Pi = ^1^ = ^^h 
this gives e^ = kl, or independent of the 

« = «o + ^v 

that is, the voltage consumed by a mercury a 
tain range of current, is constant and indeper 
rent, and consists of a constant part, the term 
a part which is proportional to the length and 
of the tube. 
Approximately it is for the mercury arc in a 

1 4 
e^ = 13 volts; A; = -=^ 

hence, j4^ 

e = 13 + -y— • 

Calculating approximately the increase of va 
thereby of arc-stream resistance at high ci 
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if resistance at low current, due to the arc stream not 
y filling the vapor tube, gives for the vacuum arc the 
ate equation: 

I 



« = «o + 



old - &i — 



a' 



uneter of arc tube, cm., 

igth of arc, cm., 

rrent. 

I mercury arc, it is: 

= 13 volts, 

« 1.68, 

= 0.29 for mercury anode, 

= 0.167 for graphite or metal anode, 

- 0.52. 

Arc Length and Efficiency. 

e arc most frequently employed for illumination is 
carbon arc. In this the arc flame or the vapor stream 
useful light, but the light is given by the black-body 

of the incandescent carbon terminal, mainly the 
erminal, which is hottest, and is given at high efficiency 
le very high temperature of the radiator. The light 
rbon arc thus is incandescent light, and not lumines- 
n the alternating carbon arc, alternately, the two ter- 
e positive and negative, and, as relatively Uttle heat is 

at the negative terminal, the average temperature of 
on terminals of an alternating arc is lower, and the 
of light production therefore less. Thus, while direct- 
arbon arcs reach efficiencies corresponding to specific 
bions of from 1 to 1.5 watts per mean spherical candle 
Itemating carbon arcs show only from 2.5 to 3 watts 
le power, or even still higher specific consumption. 
3 only excuse for the use of the alternating carbon arc 
ich greater simplicity and convenience of the electric 
Lg apparatus, the stationary transformer, compared to 
nachine with the direct-current arc, and with the de- 
it of the constant-current mercury-arc rectifier; this 
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difference in the simplicity of generation of the axe 
largely disappeared. 

In the direct-current carbon arc, the light comes : 
the positive terminal; in the alternating carbon 
from both terminals, and the distribution cxirve 
thus is different. 

Since in the carbon arc no useful light comes f 
flame, the voltage and therefore the power consu 
arc flame is wasted, and in general, therefore, the 
light production of the carbon arc is the higher the 
arc. Thus comparing in Fig. 49 a 1-in. carbon ai 



147 




Fig. 49. 

0.5-in. carbon arc B, the former requires, at 5 a 
volts and 560 watts, the latter only 84 volts and 
but radiates the same amount of light from the i 
tip of the positive carbon. As the 1-in. arc reqi 
cent more power, and only produces the same amo 
it is less efficient than the latter. Thus, the short 
the arc and the less power we therefore consume in 
efficient seems the light production, as we produ( 
amount of light radiation from the positive termi; 
case. When we come to short arc lengths, howeve 
same amount of light is produced at the positive 1 
do not get the same amount of light from the '. 
increasing part of the Ught is intercepted by the i 
minal. Thus with the 1-in. arc, A, in Fig. 49, the 1 
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y from the incandescent positive only in the space above 
lines m, while at m the shadow of the negative tenninal 
OS to obstruct the light more and more, and does so com- 
dy vertically below the arc. In the 0.5-in. arc B the area 
sred by the shadow of the negative terminals is somewhat 
3ased, but in both arcs A and B the obstruction of the 
i by the shadow of the negative is still so small that the 
Qg in power far more than makes up for it. In the 0*125-in. 
however, C in Fig. 49, the shadow of the negative ter- 
il m has crept up greatly, and thus, when decreasing the 
length, a point is reached where the increasing shadow 
he negative terminal reduces the light more than the de- 
sing arc length reduces the power supply. Maximum 
iency of light production thus is reached in the carbon arc 
, certain definite arc length (which depends on the size of 
electrodes and on the current), at which the change of 
er consumption just balances the change of radiated light, 
5h results from a change of arc length and thereby of 
low of negative terminal. 

^ith the high-current (9 to 10 amperes) open arcs, the maxi- 
n efficiency point is at about i-in. arc length, giving a 
age consumption of about 45 to 50 volts. Such arcs require 
y trimming, and therefore are no longer used in American 
js, except in a few places. 

he open or short-burning arc has been practically entirely 
srseded by the enclosed or long-burning arc lamp, in which 
arc is enclosed by an almost air-tight globe, the combustion 
arbon is greatly decreased, and the Ufe of the carbons thus 
eased about tenfold. 

I the open arc of large current, the carbon terminals bum 
into a rounded shape, but in the enclosed arc, the current 
ig less and combustion greatly reduced, the carbon terminals 

II off to more flat shape, and thus obstruct the light more; 
, furthermore, since at the lower current the size of the 
tndescent spot of the positive terminal is less, the maximum 
iency of light production in the enclosed arc lamp is reached 
a much greater arc length, about f in. As the result 
•eof, the enclosed arc lamp, with 5, 6.5 or 7.5 amperes in 
arc, consumes from 70 to 75 volts. 

7. Entirely different are the conditions in the luminous 
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arc, as the magnetite arc. In this, the light is givei 
vapor stream, and not by the terminals, and the v 
and power consumed by the terminal drop thus is was 
the voltage e^ and power p^ consumed by the arc g 
useful for light production. The greater, therefore, th 
e, of the arc stream is, compared with the terminal drop 
other words the longer the arc, the higher is the effi( 
light production. Thus a 4-amp. magnetite arc of 
length requires 41 volts, while a 0.5-in. 4-amp. arc re< 
volts; that is, only 56 per cent more voltage and thus p( 
pves about four times the light. A 1-in. arc requires 
or 48 per cent more power than the 0.5-in. arc, and gi 
the light. The greater, thus, the arc length of the 
arc, with the same current, the higher is the efficiencj 
ever, at the same current, the longer the arc, the grea 
power consumption. In the design of the arc lamp t 
consumption is given, and the problem is to select 
eflBcient arc length for a given and constant power cons 
As an increase of arc length increases the arc voltag 
same power consumption, the current has to be decree 
the efficiency of the arc conductor decreases with d€ 
current. Thus, with increasing arc length at consta 
consumption in the luminous arc, a point is reached \ 
decrease of current required by the increase of arc le 
thus arc voltage decreases the efficiency more than the 
of arc length increases it. Thus with the luminous 
a given power consumption, a definite arc length exis 
gives maximum efficiency. 

Assuming the light given by the arc to be proportioi 
arc length and the current in the arc, 

L = k% 

if the power p shall be consumed in the arc, it is 

ei = p; 
however, by (2), 

kl 

(neglecting the small quantity Z^, as the calculation can 
be approximate only). 
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1 (10) and (11) foUows: 




k\Vi 


«,V?)' 


ibstituting this in (9), gives: 




- e«*V^» 


e maximum amount of 


light proc 


>y: dL 




di 


0. 


ves 

i = 


P . 
3 c,' 



(12) 



(13) 



(14) 
o c, 

srefrom, by (12) and (11), the values of the arc length I 
e arc voltage e. 

iming p = 300 watts, and the constants of the magnetite 
= 30, A = 48.5, gives: 

i = 3.33 amperes, 

e = 90 volts, 

I = 2.21 cm. = 0.885 in. 
r the maximum efficiency, where the efficiency curve is 
ital, the efficiency does not vary much for moderate 
!S of current and of arc length. Thus, in above instance, 
lally the same efficiency is reached for currents from 3 
3S to 4 amperes. 

;er currents and shorter arc lengths, however, are pref- 
in an arc lamp. 

Because the shorter and thicker arc is less affected by 
air currents, etc., than the thin long arc, hence, is steadier. 
The shorter arc gives lower voltage, and this, in constant- 
t arc lighting, permits with the same total circuit voltage 
5 of more arc lamps in series. 

3 in the magnetite arc lamp a current of 4 amp. has been 

4 : 6 = 75 volts, and Z + Zj = 0.73 in., or about f-in. arc 
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In general, obviously the maximum eflBciency points of lumi- 
nous arcs occur at much greater arc lengths than in the plain 
carbon arc. 

Since the lower efficiency of the alternating carbon - * ' 
to the lower temperature of the terminals, which a 
during one half-wave only, and in the luminous arc 
perature of the terminals does not determine the 1 
duction, but the Ught is produced by the vapor si 
essential difference exists in the efficiency of a lumi 
and practically no difference in the efficiency of t 
carbon arc, whether operated on alternating or on direc 
that is, the alternating luminous or flame-carbon arc, 
same luminescent material, has the same efficiency as t 
current luminous or flame-carbon arc, but the altema 
carbon arc is much less efficient than the direct-curre 
arc. 

Arc Lamps. 

68. The apparatus designed for the industrial prod 
light by arc conduction, or the arc lamp, in general 
four elements: 

(1) The current-limiting or steadjdng device. 

(2) The starting device. 

(3) The feeding device. 

(4) The shunt protective device. 

(1) From the volt-ampere characteristic of the arc 
by equation (2) and curves, Fig. 46, it follows that an 
not be operated directly on constant voltage suppl; 
series thereto a steadying device must be inserted; 
device in which the voltage increases with the currei 
the total voltage consumed by the arc and the steady] 
increases with increase of current, and pulsations o 
thus limit themselves. 

All arc lamps for use on constant voltage supply thi 
a sufficiently high steadying resistance, or, in altematir 
circuits^ a steadying reactance. 

Arc lamps for use on constant-current circuits, th 
cuits in which the current is kept constant by the 
power supply, as the constant-current transformer o 
machine, require no steadying resistance or reactance. 
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lere several lamps are operated in series on constant poten- 
nains, as two flame-carbon arcs in series in a 110-volt cir- 
or five enclosed arc lamps in a 550-volt railway circuit, 
r each lamp may have its own steadying resistance, or a 
5 steadying resistance or reactance of suflBcient size may 
led for all lamps which are in series on the constant poten- 
[lains. 

Since the arc does not start itself, but has to be started 
inning the conducting vapor bridge between the terminals, 
"c lamps must have a starting device. This consists of a 
anism which brings the terminals into contact with each 
and then separates them, and hereby forms the vapor 
Lictor, that is, starts the arc. 

As the arc terminals consume very rapidly in some arcs, 
le open carbon arc, and very slowly in others, as the 
sed carbon arcs or the luminous arcs, some mechanism 
be provided which moves the terminals towards each 
' at the rate at which they are consumed, and thereby main- 
constant arc length and thus constant voltage and power 
imption. 

th arcs in which the electrodes consume very slowly, as 
aagnetite arc, the feeding may occur only at long intervals, 
r quarter or half hour, or even less frequently, while in arcs 
rapidly consuming electrodes, as the flame arcs, practically 
nuous feeding is required. 

I The circuit between the arc electrodes may accidentaDy 
^ as by a breakage of one electrode, or by the consumption 
e electrodes if the lamp-trinmier has forgotten to replace 
i, or one of the electrodes may stick and fail to feed, and 
irc thus indefinitely lengthen. In such cases, either the 
e circuit would open, and thus all the lamps in series in 
jircuit go out, or, if the circuit voltage is sufficiently high, 
a constant-current series system, the arc lamp would be 
imed and the circuit damaged by a destructive arc. Thus 
Ace is necessary which closes a shunt circuit between the 
terminals in case the lamp voltage becomes excessive by 
ure of proper operation of the lamp, 
aere only one lamp is operated on constant potential low- 
,ge supply, no such protective device is needed. If with 
3r more lamps in series on constant potential supply, no 
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objection exists, in case of the failure of one lamp, to have the 
others go out also, the shunt protective device may also be 
omitted, except if the circuit voltage is so high that it may 
damage the inoperative lamp, as is the case with 550 volts. 

When operating a numlDer of lamps in series on constant 
potential supply, as two flame lamps on 110 volts, the 
circuit, which is closed in case of the failure of one la 
operate, must tave such a resistance, or reactance with 
nating currents, that the remaining lamp still recei^ 
proper voltage, even if the other lamp fails and its shunt 
closes. With alternating-current lamps, this does not re 
reactance of such size that the potential difference acre 
reactance equals that across the lamp, which it replace 
the reactance must be larger; that is, give a higher pc 
difference at its terminals, than the lamp which it repla 
leave the normal operating voltage for the remaining 
smce the voltage consumed by the reactance is out of 
with the voltage consumed by the lamp. 

69. For illustration, the operating mechanism of a cc 
direct-current arc lamp is shown diagrammatically in Fig 

The lower electrode A is held in fixed position. The 
electrode B slides loose in a holder C, and thus, if ther 
current through the lamp, drops down into contact wi 
lower carbon, as shown in Fig. 50. When there is a ( 
through the arc circuit, its path is from terminal 1 t 
electromagnet /S, holder C, upper electrode B, lower elect 
to terminal 2. The electromagnet S is designed so as to 
long stroke. When energized by the current, it pulls 
armature, the lever DD\ which is pivoted at E. Throu 
rod F, the lever D pulls up the clutch G, This clutch 
operation are shown in larger scale in Fig. 51, a and 6; 
sists of a metal piece G, which has a hole somewhat larg( 
the upper electrode B. This electrode slides freely throi 
hole, if the clutch G is in horizontal position, as shown in F 
When the rod F pulls the clutch G up, and thereby inch; 
piece 6, as shown in Fig. 516, the edges p and q of the 
the piece G catch the electrode J?, and, in the further i 
motion of D and F, raise the other electrode, B, from ( 
with the lower carbon, A, and thereby start the arc. A 
tromagnet of many turns of fine wire, and of high resista 



Digitized by VjOOQIC 



164 RADIATION, UGHT, AND ILLUMINATION. 




Fia. 60. 




Pro. 615. 



ted in shunt between the lamp terminals 1 and 2, acts 
le side D' of the lever DD', opposite from the side D, on 
the series magnet S acts. With the carbons in contact 
ich other, and practically no voltage between the lamp 
lis 1 and 2, the coil P receives no current, and exerts no 
When by the action of the series magnet S the lever D 
p, and the arc starts and lengthens, its voltage increases, 
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a branch current is established through the shunt magnet P, 
and this shunt magnet thus opposes the series magnet S. With 
increasing arc length and thus arc voltage, a point is reached, 
where the shunt magnet P counterbalances the pull of the 
series magnet /S, and the lever D and thereby the electrode B 
come to rest; the arc has reached its full length, that is, the 
starting operation is over. As soon as, by the combustion of 
the electrodes, the arc length and thereby the arc voltage be- 
gins to rise, the current in the shunt magnet P, and thus its 
pull, increases, while that of the series magnet S, being ener- 
gized by the constant main current, remains constant; the 
lever If thus pulls up, and lowers D, and thereby, through lod 
F and clutch G, the upper electrode B, and thus maintains con- 
stant arc length. During the combustion of the electrodes, by 
the operation of the shunt magnet P, the clutch G and thereby 
the upper electrode B are gradually lowered, and the arc length 
thus maintained constant. Ultimately, however, the clutch G 
hereby approaches the horizontal position, shown in Fig. 51a, 
so far, that the edges of the hole, p and 3, cease to engage, and 
the electrode B is free and drops^down on the lower carbon A. 
While dropping, however, the arc shortens, the arc voltage, and 
thereby the current in the shunt magnet P, decreases, the pull 
of this magnet decreases correspondingly, and the series magnet 
S pulls the clutch G up again, thereby catches the electrode B 
— usually before it has dropped quite down into contact with 
the lower carbon A — and again increases the arc to its proper 
length, and the same cycle of operation repeats: a ^*adual 
feeding down of the upper electrode B by the shunt magnet 
until it slips, and is pulled up again by the sehes magnet S. 

From the same lever D is supported, by rod L, a contact- 
maker K. If then the upper electrode B should stick, and thus 
does not slip, when by the shunt magnet P the clutch G has been 
brought into horizontal position, or, if B has been entirely con- 
sumed, etc., the arc continues to lengthen and the pull of the 
shunt magnet P to rise, and D thereby goes still further down 
until contact-maker K closes the contacts MNy and thereby 
closes a shunt circuit from terminal 1 over resistance ft, con- 
tacts MKN to terminal 2. In the same manner, if, by the 
breaking of one electrode or any other cause, the arc should be 
interrupted; for a moment the full current passes through shunt 



Digitized by VjOOQIC 



156 RADIATION, LIGHT, AND ILLUMINATION. 

magnet P, it pulls up its armature 1/ to its full extent, and 
thfirehy closes the shunt circuit around the lamp. 

in the current is taken off the circuit, armature D drops 
and thereby K closes the shunt circuit, and clutch G 
s the electrode B, and it drops down into contact with 
A. In starting the lamp, two paths thus are available: 
iries magnet S, and electrodes B and A, or over resistance 
contacts MN. While the resistance of the former path 
' low, it is not entirely negUgible. Therefore a suflBcient 
nee R must be inserted in the by-path AfiV, so that in 
g practically all the current passes over S and the elec- 
as otherwise the lamp would not start. During the 
; up of the armature D by the series magnet S, in start- 
le contact K opens, before the clutch G has caught the 
de B; that is, while the electrodes are still in contact 
Etch other, and the opening of contact K therefore breaks 
ireciable voltage or current, hence is sparkless. 
Iiis lamp, no steadying resistance is used, as it is intended 
eration on a constant-current circuit. If used on con- 
)otential circuit, as, for instance, a number in series on 
Its, a steadying resistance R^ would be inserted, as indi- 
it «o in Fig. 50. 

starting of the arc is accomplished by series magnet S 
iitch G; the feeding by shunt magnet P; the protective 
is the contact MKN, 

I an arc lamp is called a differential lamp, as it is con- 
by the differential action of a shunt and a series 
t. 

jontains a floating system of control; that is, the upper 
de is suspended by the balance of two forces, exerted by 
nes and the shunt magnet; that is, by the current and 
Itage; the upper carbon therefore is almost continuously 
; sUghtly in following the pulsation of the arc resistance 
occurs during operation. Since, with the plain carbon 
e arc flame gives no light, this pulsation of the arc length 
objectionable; and, since the lamp regulates very closely 
pidly for constant terminal voltage, it is very easy on the 
, that is, does not tend to produce surging of current and 
B in the circuit. The floating system of control is, there- 
sed in all carbon arc lamps. 
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Where a single lamp is operated on a consfc 
circuit, the mechanism can be simplified by omiti 
tective shunt circuit RMN, and omitting the shui 
as, with a change of arc length, the main current 
the pull of the series magnet S varies, and the con 
be done by the series magnet. Such a lamp the 
series lamp. An alternating-current 
series lamp is shown diagranmiatically 
in Rg. 52. 

In starting, the series magnet S pulls 
up the electrode B by the clutch G, 
in the same manner as in Fig. 50. 
With increasing arc length and thus 
increasing voltage consumed by the 
arc, the current in the arc and thus 
in the series magnet S decreases, and 
thereby the pull of this magnet, until 
it just coimterbalances the weight of 
the annature, and the motion stop. 
With the consumption of the carbons, 
the armature Z), clutch G and elec- 
trode B gradually move down, until 
the clutch lets the carbon slip, the 
arc shortens, the current rises, and 
the magnet S pulls up again, the same 
as in Fig. 50. A reactance x in series 
with the lamp, as steadying device, 
limits the current. This reactance 
usually is arranged with different terminals, so t 
less reactance can be connected into circuit, a 
thereby operated, with the same arc voltage, on si 
of different voltage, usually from 110 to 125 volts. 

Obviously, such a series lamp can be used oi 
lamp on constant potential supply, as it regulates 
tion of current, and, with several lamps in series 
would vary in the same manner in all lamps. On( 
then take all the voltage, draw an arc of destru 
while the other lamps would drop their electrodes 
go out. 
70. With the luminous arc, in which the light is 



Fi( 



Digitized by VjOOQIC 



AND ILLUMINATION. 

the arc length, if appreciable, 

1 the floating system of control, 

ge by varying the arc length in 

tion of arc resistance, thus is 

maintaining fixed arc length 

that of the magnetite arc lamp, 

is diagrammatically illustrated 

in Fig. 53. 

As, during operation, a 
melted pool forms on the sur- 
face of the electrode, the elec- 
trodes are left separated from 
each other when taking the 
power off the circuit, since 
when letting them drop to- 
gether when taking off the 
power — as in the carbon arc 
— they may weld together and 
the lamp thus fail to start 
again. 

A represents the lower or 
negative magnetite terminal 
which is movable, B, the non- 
consuming upper positive elec- 
trode, consisting of a piece of 
copper, with heat-radiating 
wings, Wy which is a station- 
ary and fixed part of the lamp. 
C is the chinmey required to 
carry off the smoke, 
beginning at terminal 1, passes 
ful electromagnet or solenoid 
I. The solenoid pulls up its 
ises the lower electrode A into 
de, Bj and thereby closes the 
electrodes B and A, to terminal 
de core, and thereby opens the 
) shunt circuit OR. The solen- 
md drops the clutch G, and the 
om the upper terminal J? by a 
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riahlv increase by the consumption of the electrode. Due to 
stracter of the arc as a pulsating resistance, such a con- 
; mechanism thus maintains constant arc length by a 
ial magnet set for a voltage considerably above the aver- 
> voltage. 

L a mechanism, controlling for constant arc length, does 
erate for constant voltage at the lamp terminals, but 
the pulsation of the arc resistance to appear as pulsation 
terminal voltage. In a constant-current circuit, with 
[amps in series, these voltage pulsations of the individual 
erlap and have no effect on the circuit. When operating, 
3r, a lamp of such a mechanism on a low-voltage constant 
ial circuit, a highly inductive stead3dng resistance is de- 
f to take care of the pulsations of arc voltage. 
The open or short-burning carbon arcs of former times — 
have survived only in a few cities — were operated on 
[it direct-current circuits of 9.6 and 6.6 amp. with 40 to 
s per lamp. 

present enclosed or long-burning carbon arcs are oper- 
n constant-current circuits of 5 amp. and 6.6 amp. 
current, or of 6.5 and 7.5 amp. alternating current, with 
72 volts at the lamp terminals. They are operated as 
lamps, of 5 to 9 amp. on direct- or alternating-current 
it potential circuits of 110 to 125 volts, or two lamps in 
)n circuits of 220 to 250 volts. 

flame-carbon arcs, as short-burning open arcs, are usually 
d two in series on constant-potential circuits of 110 to 
Its, or four in series on circuits of 220 to 250 volts, with 
5 amp. in the arc. 

luminous arcs are operated on 4- and 6.6-amp. constant 
current circuits (magnetite lamp), with 75 volts per 
ind on 3- and 4.5-amp. constant alternating-current cir- 
itanium-carbide arc), with 80 volts per lamp. 

Arc Circuits. 

Ajc lamps are built for, and operated on, constant-poten- 
pply, and on constant-current supply. In general, the 
it-potential arc lamp is less efficient, as voltage and 
/ power is consumed in the steadying resistance which is 
d to limit the current, that is, to give an approximat-e 
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constant-current efifect, as discussed above. In alternating- 
current circuits, reactance may, and usually is, empl ' '" 
stead of the steadying resistance, and the waste of powei 
greatly decreased. Voltage, however, is still consumed 
power factor lowered. 

An additional waste of energy generally occurs in c 
potential arc-lamp circuits, due to the standard disi 
voltages of low-potential circuits being higher than n 
for the operation of a single lamp, but too low for the o 
of two lamps in series. Thus with an enclosed 5-amp 
arc lamp, with about 70 volts at the arc, a supply v( 
95 to 100 volts would be sufficiently high above the 
curve of the arc (Fig. 46) to give steady operation, 
bution voltages, however, vary between 110 to 130 v< 
the difference thus must be consumed in resistance, g 
additional waste. (Except in those rare cases, where sa 
ing resistance some useful devices, as incandescent lai 
be employed.) With an enclosed arc lamp on a 125- 
cuit, only 36 volts, or 29 per cent, are usefully emp 
heating the carbon terminals and thereby producing t 
while the remaining 71 per cent is wasted in the r 
and in the non-luminous arc flame. Somewhat bettei 
conditions when operating two high-current open arcs 
flame lamps, in series on such a circuit. However, at 1 
distribution voltage, as 110 volts, the supply voltage 
already so close to the stability limit of the arc that 
are not as steady as desirable. 

The low-current, long luminous arcs of electro-condu 
the magnetite arc, can in general be operated only w 
culty on circuits of 110 to 125 volts, and therefore 
constant-potential service, frequently designed for opei 
single lamps on 220 to 250 volts supply, with extra { 
length. 

For indoor illumination, constant-potential arc lam 
obviously be used, as safety does not permit the intr 
of the high-voltage series arc circuits into houses. 
door illumination, as street lighting, in the United St 
constant-current arc lamp is, with the exception of the 
of a few very large cities, as New York, used exclusivel; 
its greater efficiency, and the greater distance to which 
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rent can be sent at the high voltage of the constant-cuirent 
circuit. In American towns and cities, where arc lamps are 
used for street lighting, practically always the entire city up to 
the farthest suburbs is lighted by arc lamps, and frequently arc 
lamps installed even beyond the reach of the high-potential 
primary alternating-current supply. To reach such distances 
with low-voltage constant-potential supply, is impossible, and 
thus the constant-current series system becomes necessary. In 
European cities, where a prejudice exists against high-voltage 
constant-current circuits, and people are satisfied to have arc 
lamps only in the interior of the city, and leave the lifting of 
the suburbs to gas lamps, constant-potential street lighting is 
generally employed, and is eminently satisfactory within the 
limitations with which European cities are satisfied, but would 
be impossible in the average American city. 

Where plain carbon arcs are used in American cities the 
enclosed arc lamp is exclusively installed, and open arc lamps 
have survived only in a few exceptional cases, mainly where 
political reasons have not yet permitted their replacement by 
modem lamps. The lesser attention required by the enclosed 
arc lamp — weekly trimming instead of daily with the open arc 
lamp — has been found to make it more economical than the 
open arc lamp of old. In Europe, where labor is cheaper, and 
the daily attention not considered objectionable, the open or 
short-burning arc lamp has maintained its hold, and the en- 
closed arc lamp has never been used to any great extent. With 
the development of the flame carbon, the flame arc, therefore, 
has found a rapid introduction in Eiux)pe, while in the United 
States it has been excluded from use in street lighting, due to 
its short-burning feature, which requires daily trimming, and is 
used only for decorative purposes, for advertising, etc., and for 
low-grade interior lighting, as foundries, etc. 

In spite of the lower efficiency of the alternating carbon arc, 
the constant-current circuits used for arc lighting are generally 
alternating, due to the greater convenience of generation of 
alternating current, and constant direct-current arc circuits 
used only where the city or the electric light company lays stress 
on the efficiency of light production. 

While the development of the constant-current mercury arc 
rectifier has made the generation of constant direct current 
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almost as simple and convenient as that of alternating current, 
this has very little increased the use of the direct-current en- 
closed arc lamp, but when changing to direct current sup- 
ply, usually the arc lamp is also changed to the luminous arc, 
the magnetite lamp, which gives more Ught and consumes less 
power. 

In constant-current arc circuits, usually from 50 to 100 
lamps are operated in series on one circuit, with circuit volt- 
ages of 4000 to 8000 volts. Seventy-five-lamp circuits, of 6000 
volts, probably are the most common. 

73. Constant direct current was produced by so-called "arc 
machines" or "constant-current generators." Of these only 
the BriLsh machine has survived, and is now also beginning to 
disappear before the mercury arc rectifier, which changes the 
alternating current of the constant-current transformer to direct 
current without requiring moving machinery. 

The Brush machine in its principle essentially is a quarter- 
phase constant-current alternator with rectifying commutator. 
An alternator of low armature reaction and strong magnetic 
field regulates for constant potential: the change of armature 
reaction, resulting from a change of load, has little effect on 
the field and thereby on the terminal voltage, if the armature 
reaction is low. An alternator of very high armature reaction 
and weak field, however, regulates for constant current: if the 
m.m.f., that is, the ampere-turns required in the field coil to 
produce the magnetic flux, are small compared with the field 
ampere-turns required to take care of the armature reaction, 
and the resultant or magnetism-producing field ampere-turns 
thus the small difference between total field excitation and 
armature reaction, a moderate increase of armature current 
and thereby of armature reaction makes it equal to the field 
excitation, and leaves no ampere-turns for producing the mag- 
netism; that is, the magnetic flux and thereby the machine 
voltage disappear. Thus, in such a machine, the current out- 
put at constant field excitation rises very little, from full volt- 
age down to short circuit, or, in other words, the machine 
regulates for approximately constant current. Perfect constant- 
ciurent regulation is produced by a resistance shunted across the 
fieU, which is varied by an electromagnet in the machine circuit, 
and lowered — that is, more current shunted through it, and 
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thereby the field excitation decreased — if the machine cur- 
rent tends to rise by a decrease of the required circuit voltage, 
and inversely. 

The constant-current regulation of the arc machine thus fe 
not produced by its so-called "regulator," but approximate 
constant-current regulation is inherent in the machine design, 
and the regulator merely makes the regulation perfect. 

A more explicit discussion of the phenomena in the arc 
machine, and especially its rectification, is given in Chapter III 
of Section II of "Theory and Calculation of Transient Electric 
Phenomena and Oscillations." 

In alternating-current circuits, approximate constant-current 
regulation is produced by a large reactance, that is, by self- 
induction, in the circuit. In transformers, the self-induction is 
the stray field, or the leakage flux between primary coil and 
secondary coil. In the constant-current transformer, which is 
most generally used for constant alternating-current supply 
from constant alternating voltage, the primary turns and the 
secondary turns are massed together so as to give a high mag- 
netic stray flux between the coils. Such a transformer of hi^ 
internal self-induction, or high stray flux, regulates approxi- 
mately for constant current. Perfect constant-current regula- 
tion is produced by arranging the secondary and the primary 
coils movable with regard to each other, so that, when low cir- 
cuit voltage is required, the coils move apart, and the stray 
flux, that is, the reactance, increases, and inversely. The 
motion of the coils is made automatic by balancing the magnetic 
repulsion between the coils by a counter-weight. A discussion 
of the constant-current transformer and its mode of operation 
is given in "Theory and Calculation of Alternating Current 
Phenomena," Fourth Edition, page 85. 

In the so-called "constant-current reactance," the two coils 
of the constant-current transformer are wound for the same 
current, and connected in opposition with each other, and in 
series to the arc circuit into the constant-potential mains. 
With the coils close to each other, the reactance is a minimum, 
and it is a maximum with the coils their maximum distance 
apart. 

The constant-current reactance has the advantage of greater 
cheapness, but also has the serious disadvantage that it connects 



Digitized by VjOOQIC 



ARC LAMPS AND ARC LIGHTING. 

all the arc circuits electrically with the constant-potentij 
nating-current system, and any ground in an arc circi 
ground on the constant-potential supply system. As { 
are more liable to occur in arc circuits, the constant- 
reactance is therefore very little used, and generally tl 
stant-current transformer preferred, as safer. 

In the constant direct-current mercury-arc rectifier i 
the constant-potential alternating-current supply is chai 
constant alternating current by a constant-current trans 
and the constant alternating current then changed to c 
direct current by the mercury-arc rectifier. An expli 
cussion of the phenomena of the constant-current mere 
rectifier is given in Chapter IV of Section II of "Thee 
Calculation of Transient Electric Phenomena and Oscilla 

If the constant-current arc circuit accidentally opens. 
Brush machine as source of supply, the voltage pra 
vanishes, as the machine has series field excitation, ai 
loses its field on open circuit. The constant-current 
former, however, maintains its voltage, and gives mi 
voltage on open circuit. The mercury arc rectifier, wl 
arately excited by a small exciting transformer, also mi 
its voltage on open circuit. If, however, after starti 
excitation is taken oflf, that is, the exciting circuit ope 
is permissible in a steady arc circuit, the voltage in 
circuit disappears if the arc circuit is opened. Inverse! 
connecting an arc circuit to a Brush arc machine, an 
ciable time elapses while the voltage of the machine 
up, while with the constant-current transformer and tl 
with the constant-current mercury arc rectifier system, h 
age exists even before the circuit is closed. 
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LECTURE IX. 

MEASUREMENT OF LIGHT AND RADIATION. 

74. Since radiation is energy, it can be measured as such 
r converting the energy of radiation into some other form of 
lergy, as, for instance, into heat, and measuring the latter. 
Thus a beam of radiation may be measured by having it 
ipinge on one contact of a thermo-couple, of which the other 
ntact is maintained at constant temperature. A galvanom- 
er in the circuit of this thermo-couple thus measures the 
)ltage produced by the difference of temperature of the two 
ntacts of the thermo-couple, and in this manner the temper- 
ure rise produced by the energy of the incident beam of radia- 
3n is observed. 

Probably the most sensitive method of measuring even very 
aall amounts of radiation is the bolometer. The beam of 
le radiation (or after dissolving the beam into a spectrum, 
e wave length of which the power is to be measured) impingra 
)on a narrow and thin strip of metal, as platinum, and thereby 
ises its temperature by conversion of the radiation energy 
to heat. A rise of temperature, however, produces a rise of 
Bctric resistance, and the latter is measured by enclosing the 
atinum strip in a sensitive Wheatstone bridge. The rise of 
mperature of the platinum strip by the small power of radia- 
Dn obviously is so small that it could not be observed by 
ly thermometer. Electric resistance measurements, however, 
,n be made with extreme accuracy, and especially extremely 
aall changes of resistance can be measured. Thus a change 

resistance of 1 in a million and, with very sensitive measure- 
ents, even many times smaller changes can be observed. As 
deg. cent, produces a resistance change of about 0.4 per cent, 
change of one millionth corresponds to a temperature rise 

iiyViy deg. cent. Thus, by the bolometer, extremely small 
nounts of radiation can be measured, as, for instance, the 
)wer of the moon's radiation, etc. 
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The total radiation energy of a body for a given time can be 
measured by absorbing it and measuring the heat produced by 
it, aS; for instance, the amount of ice melted in a calorimeter. 
Any particular range of the total radiation, as, for instance, the 
total visible radiation, can be measured in the same manner 
by passing the radiation first through a body which absorbs 
that part which is not desired, for instance, a body transparent 
to visible, but opaque to invisible radiation. As no body is 
perfectly transparent to one, perfectly opaque to another radi- 
ation, the separation of the radiation by absorption is nec- 
essarily incomplete, and correction must therefore be made 
in the result. This makes this method rather inconvenient 
and inaccurate. Even when measuring the total radiation by 
absorption in a calorimeter, it is practically impossible to 
collect the total radiation without either losing some, or 
including energy, which is not radiation, but heat conduc- 
tion or convection. Obviously, by enclosing the radiator in 
the calorimeter, the latter would measure not only the radi- 
ation, but also the power lost by heat conduction, convec- 
tion, etc. 

Sometimes the power of radiation can be measured by meas- 
uring input and losses. Thus, in an incandescent lamp, the 
electric-power input is measured, and the power lost by heat 
conduction and convection estimated if not entirely ne^gible. 
In those cases in which all or most of the energy supplied is 
converted into radiation, as in an incandescent lamp, this 
method is the most exact. However, it can directly measure 
only the total radiation power. To measure the different parts 
of the radiation so as to determine separately the power in the 
visible, the ultra-red, and the ultra-violet range, the method of 
input and losses can be used to give the total radiation power, 
and, by bolometer or other means, the relative powers of the 
component radiations measured in a beam of light. From the 
total radiation and the ratio of its components, then, follows 
the values of radiation power of the components. 

75. Light, however, cannot be measured by any of the pre- 
ceding methods, since light, in the sense in which it is con- 
sidered photometrically, is not power, but is the phjrsiological 
effect of certain wave lengths of radiation, and therefore can- 
not be measured, physically, as power, but only physiologically, 
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by comparison with other physiological effects of the same 
nature. 

The power of visible radiation obviously can be measured, 
and thus we can express the power of the visible radiation of 
a mercury lamp or an incandescent lamp m watts. But the 
power of visible radiation is not proportional to the physiologi- 
cal effect, and thus not a measure thereof. One watt of green 
radiation gives many times as great a physiological effect, that 
is, more light, as does one watt of red or violet radiation, and, 
besides, gives a different kind of physiological effect: a differ- 
ent color. 

The unit in which illuminating value of light, or its intensity, 
is expressed as the "candle-power," is, therefore, a physiologii^ 
and not a physical quantity, and hence it has no direct or con- 
stant relation to the unit of power, or the watt. The unit of 
light intensity has been chosen by convention: as the physio- 
logical effect exerted on the human eye by 5 sq. mm. of mdting 
platinum, or by a flame burning a definite chemical compound 
— as amyl acetate or pentane — at a definite rate and under 
definite conditions, etc. 

Broadly, therefore, the conception of a chemical equivalent of 
light, that is, a relation between candle power and watt, is 
irrational, just as, broadly, a relation between time and distance 
is irrational; that is, just as distance cannot be expressed by 
the unit of time, so candle power cannot be expressed by a 
unit of power, as the watt. A relation between two such 
inherently different quantities can be established only by an 
additional conventional assumption, and varies with a change 
of this extraneous assumption. Thus stellar distances are 
measured in *' light years," that is, by the distance traveled by 
the light in one year, as unit. So also the physiological effect 
of one definite color of light, as that of the green mercury line, 
or the yellow sodium Une, or the red lithium line, can be related 
to the unit of power, or the watt, and we may speak of a me- 
chanical equivalent of green light, or of yellow light, or of red 
light. When doing so, however, we give to the term "mechan- 
ical equivalent" a different meaning from what it has in physics, 
for instance, as "mechanical equivalent of heat." The latter 
is the constant relation between two different forms of the 
same physical quantity, while, for instance, the "mechanical 
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equivalent of green light" is the relation between a physiolog- 
ical effect and the physical quantity required to produce the 
effect, and thus is not necessarily constant, but may, and does, 
vary with the intensity of the effect, the individuality of the 
observer, etc. It appears, however, that at higher intensities 
the relation is very nearly constant and the same with differ- 
ent observers, so that it is possible to express the physiological 
effect of a definite wave length of radiation, vnthin the ace 
of physiological measurements, by the power consumed h 
ducing this wave length of radiation ; but it becomes er 
impossible to compare phjrsiological efifects of widely dif 
wave lengths by comparing the power required to produce 

When speaking of mechanical equivalent of light, it 
must be imderstood in the extended meaning of the wo: 
discussed above. 

76. In photometry, and in general in illuminating eng 
ing, it is of essential importance to keep in mind this difife 
in the character of light as physiological efifect, and rad 
as physical quantity of power. This is the reason wl 
attempts to reduce photometry to a strictly physical me^ 
ment, and thereby bring photometric determinations i 
the high grade of exactness feasible in physical observa 
have failed and must necessarily fail; we cannot phys 
compare an efifect as light, which is not a physical qua 
but somewhere in all photometric methods the physiol 
feature, that is, the judgment of the human eye, must a 
enter. 

Photometric tests therefore can never have the accura 
strictly physical determinations. All attempts to elin: 
the judgment of the human eye from photometry, by r( 
ing it by the selenium cell, or the photographic plat 
Crookes' radiometer, etc., necessarily are wrong in principl 
in results: some of those instruments, as the bolometer 
radiometer, etc., compare the power of the radiation, oi 
as the selenium cell or the photographic plate, the po^ 
certain changes of radiation, but their results are compa] 
of power, and not of physiological efifects, and thus they 
not be of value in measurement of illuminating power. 

Measurements of light thus are made by comparison 
an arbitrarily chosen conventional unit, a primary stai 
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I, as "standard candle/' or a duplicate or multiplicate 
Obviously, in measurements of light, usually not the 
r standard of light is used, but a more conveniently 
d secondary standard of light, that is, a standard which 
n calibrated by comparison, directly or indirectly, with a 
r standard. 

The most accurate method of comparing lights is the 
Jthod, as represented by the different types of photom- 
The illumination produced by the two different sources of 
-the one to be tested and the standard — are made equal 
iging the relative distances of the sources. At equal illu- 
►n their intensities are proportional to the square of their 
es. Thus, for instance, in the bunsen t3rpe of photometer, 
m diagrammatically in its simplest form in Fig. 55, the 



v= 



>'.[< f \ / -^N-' 



Fig. 56. 

ite screens A and B are illuminated, the one, A, by the 
, which is to be tested, the other, B, by the standard S^ 
-Ubrated or standardized 16-cp. incandescent lamp, and 
iher L or S or both are moved until, seen from C, the 
es A and B of the screen become equal, that is, the divid- 
j C between them disappears. When this is the case, 
= x' ^ y^y where z and y are the two distances of the 
from the screen. 

rent modifications of the bunsen photometer are most 
fily used. 

le sensitivity of the eye to differences of illumination is 
y great, usually a number of readings are taken on the 
eter, and then averaged. 

esting incandescent lamps, L, as standard S, a calibrated 
sscent lamp is used, operated on the same voltage supply, 
fluctuations of Ught caused by minor fluctuations of sup- 
bage eliminate by appearing in both sources L and S. 
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For similar reasons, when testing gas lamps or other flames. 
L, as iS, a flame standard, as the pentane lamp, is usi 
the effect of barometric pressure, humidity of the 
appears in both lamps and thereby does not appreci 
the comparison of their light. 

A quick and approximate method of comparison 
of li^t is given by the shadow photometer by r 
object between the two lamps until the two shado 
object give the same darkness. When this is the 
illumination at the object is the same, and the int 
the two sources are then proportional to the square ol 
tances from the object. Street lamps can, in this r 
rapidly compared, with fair 
accuracy, by pacing the 
distance from the one to 
the other, and noting when 
the two shadows of the 
observer are equal in dark- 
ness. If then at x steps 
from the one lamp, L^, the 
shadows are equal, and y 
further steps are required 
to reach the second lamp, 
L„ it is: 




L. -L, 



x' -^ y\ 




FiQ. 66. 



A very convenient form 
of photometer, which gives 
good results even where 
the two lights are of some- 
what different color, is the 
parafl&ne photometer. A 
block of parafl5ne is cast, as shown in Fig. 56, div 
sheet of tinfoil in the center C, and covered with tin; 
at the top and on the sides A and B. It is advan 
have the center sheet of tinfoil C perforated by a hoi 

The block of paraffine then is held so that the sid( 
minated by the one lamp, L, the side B by the other 1 
shown in Fig. 57. As paraffine is translucent, the ei 
then appears luminous, and a beam of light is seen 
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the block from the hole D, on the side which receives less li^t. 
By moving the parafline block between the lamps L and S, 
imtil both sides of it are of the same luminosity, that is, the 
dividing line C and the beam cast by hole D disappear, equality 
of the two illuminations can be located rapidly and with great 
accuracy. 

'"^ — -*'— Bl' • ^ 

FiQ. 57. 

78. When comparing lamps giving light of the same color, as 
incandescent lamps of the same filament temperature, that is, 
the same efficiency, exact comparisons can be made — within 
the limits of sensitivity of the eye for intensity differences — 
by the photometer by making the two sides A and B of the 
Bunsen photometer screen, or the two halves of the paraflfine 
block, identical, that is, making the dividing line C disappear. 
If, however, the color of the two lights is not the same, as, for 
instance, when comparing a tungsten lamp and an ordinary 
incandescent lamp, no position of the photometer can be found 
where the dividing line C between A and B (Figs. 55, 57) dis- 
appears, but a color difference always remains. To make a 
comparison, it is therefore necessary for the eye to judge 
n the two sides A and B are of the same intensity while of 
srent colors. If .the color difference is small, as between two 
Tent types of incandescent lamps, this can be done with 
accuracy, though obviously not as accurately as the com- 
mon of lights of identical colors. If, however, the color 
irence is great, as between the mercury arc and the orange- 
)w carbon filament lamp, the uncertainty of equality of 
intensity of illumination becomes very great, and constant 
rs appear, due to the difference of the physiological effect 
ifferent colors, and differences also appear between differ- 
observers, so that the photometric comparison of li^t 
ces of greatly different colors is quite imreliable, and that 
merely by inaccuracy, but by unknown and individual con- 
t errors. 

I such cases, frequently lights of intermediary color are 
[ to reduce the differences in each observation. Thus the 
on filament lamp is compared with the tungsten lamp, the 
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tungsten lamp with the carbon arc lamp, and the latter with 
the mercury arc lamp. Hereby the uncertainty of each obser- 
vation is reduced by the reduced color difference. In the final 
result, however, the comparison of the carbon incandescent- 
lamp standard and the mercury arc lamp no advantage is 
gamed, because the errors of the successive measurements add. 
Especially is this the case with the constant errors, that is, 
errors due to the specific color effect, and in consequence thereof 
the inaccuracy of the final result is not much better than it 
would be by single and direct comparison. 

A photometer which is sometimes used for comparing lights 
of dififerent color, and is based on a dififerent principle from 
either of the above discussed instruments, is the flicker pho- 
tometer. In its simplest form it consists of a stationary disk, 
illuminated by the one lamp, and a rotating half disk or sector 
in front of it, which is illuminated by the other lamp. At slow 
rotation a flicker shows, which disappears if the speed be- 
comes sufficiently high. It is obvious that the more nearly 
equal the effect on the eye of the two illuminations — that of the 
stationary disk and that of the revolving sector — the lower is 
the speed at which the flicker disappears, and, by adjusting the 
distances of the two lamps so as to cause the flicker to dis- 
appear at the minimum speed, the instrument indicates equality 
of the effect of the two successive illuminations on the eye. 
This is frequently considered as representing equality of the 
illumination, and the instrument in this manner used to com- 
pare illuminations. There is, however, no reason why this 
should be the case, but, on the contrary, it is improbable. As 
the persistence of vision, and in general the physiological effects 
of different colors, are different, the flicker photometer must be 
expected to have a constant error which increases with color 
difference; that is, it does not compare lights of different color 
by their illuminating values, but by some other feature T\nt 
directly related thereto. 

79. The photometer thus cannot satisfactorily compare lig 
of different colors. After all, this is obvious: the phot< 
eter compares by identity, but lights of different colors c 
not be identical, and thus two such lights cannot be m 
broadly compared than any other two quantities of differ 
character; that is, a green light can no more be equal to a 
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it than a piece of stone can be equal to a piece of ice. A 
iparison of quantities of different nature is possible only 
irding particular features of the quantities which they have 
K)mmon. Thus a piece of stone and a piece of ice can be 
ipared regarding their weight, or their density, etc. In the 
le manner, two different colors of light, or in general two 
erent frequencies of radiation, can be compared by any 
ure which they have in common. Thus, for instance, the 
tographic plate compares them in their chemical activity, 
bolometer by their physical energy. 

ight is used for seeing things by, that is, distinguishing 
3cts and differences between objects. Regarding this feature, 
distinction of objects given by them, different colored lights 
be compared, and a green Ught can be made equal to a red 
t in illuminating value. 

t thus means that any two lights, regardless of their color, 
e the same intensity if, at the same distance from them, 
5cts can be seen with the same distinctiveness, as, for in- 
ice, print read with equal ease. The only method, therefore, 
ch permits comparing and measuring lights of widely differ- 
color is the method of "reading distances," as used in the 
ailed luminometer. It after all is the theoretically correct 
hod of comparison, as it compares the lights by that prop- 
r for which they are used. Curiously enough, the lumi- 
leter, although it has the reputation of being crude and 
cientific, thus is the only correct light-measuring instrument, 
the photometer correct only in so far as it agrees with the 
inometer, but, where luminometer and photometer disagree, 
photometer is wrong, as it gives a comparison which is 
erent from the one shown by the Ughts in actual use for 
nination. 

he relation between luminometer and photometer for meas- 
ig light intensity, therefore, is in a way similar to the relation 
fveen spark gap and voltmeter when testing the disruptive 
ngth of electrical apparatus: while the voltmeter is fre- 
ntly used, the exact measure of the disruptive strength is 
spark gap and not the voltmeter, and, where the spark gap 
voltmeter disagree, the voltmeter must be corrected by the 
rk gap. In the same manner the luminometer measures 
quaUty desired — the illuminating value of the light — but 
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the photometer may be used as far as it agrees with the lumi- 
nometer. 

80. The luminometer can hardly be called an instrument, 
but it is merely a black box, as shown in Fig. 58, to scrftftn off 
all extraneous light, and 
allow only the light of the 
source which is to be ob- 
served, to fall on the print. 
The print obviously must 
be black on white, that is, 
complete absorption and 
complete reflection, so as 
not to discriminate in 
favor of particular colors. 
No great accuracy could 
be reached by merely com- 
paring the ease of reading 

the same kind of print with different sources of Ugh 
accuracy, however, is reached by using a print which 
give definite words — in which letters which are n 
seen cannot be guessed from the sense of the word o 
—but a jumble of letters, capitals and small letters, a 
meaningless words. 

Such a luminometer chart is given below: 

Amhof dirito amritu, Lisno ladse pemrane odo 
Foresca 1598720 woleb noitaidar. Ybod ergy 
Pewos ex Idetnera, bsor poge Morf Tenscerophop 
dog; Omsk whykow efforau tespo ygnew col I 
Monas albo darmosphor? Cottef vol Demno 
36802 Erbtomy, quot Hiaworu pio Nio cuguab Qje 
qua H 530 K b n q; 267 Lloysir baraka nunc, 
Viamara W x 4 zoUaq kama nambosi erianoi 
Zaraz didym fore ik yiquia Fumne. 

With such a printed chart in the luminometer, th 
moves towards the Ught or away from it — or th 
moved, with the observer stationary — until a poini 
at which the large letters, as the capitals, can be c 
tinguished, but the small letters are indistinguisha 
point can be found with great sharpness, and the a( 
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observation by the luminometer when used in this manner is 
nearly as great as that of the ordinary photometer, but, unlike 
the photometer, the luminometer gives consistent and reliable 
readings even with widely different colors of light. 

The comparisons made by the luminometer of widely differ- 
ent colored lights by different observers agree remarkably 
well, showing that the distribution of color sensitivity is prac- 
tically the same in different human eyes. Only occasionally a 
person is found with abnormally low sensitivity for some par- 
ticular color — this obviously is not a fault of the instrument, 
but in the nature of the measured object, which is a physiologi- 
cal effect, and as such may be different in different persons. 

The luminometer can be still further improved by illuminat- 
ing one half of the printed chart from the one, the other half 
from the other, source of Ught, and then moving the two sources 
to such distances that the small lettera on both sides of the chart 
become indistinguishable, while the capitals are distinguishable. 
As well known, the luminometer is largely used for measuring 
street illumination, as it is very simple and requires no special 
technical training. Such observations, where the distances are 
measured by pacing, are crude, and, to get exact results by the 
luminometer, the same care is required as when using the pho- 
tometer. 

The limitation of the luminometer, as generally used, is that 
it compares lights at constant and relatively low intensity of 
illumination. The relative intensity of light sources of differ- 
ent colors changes however over a wide range with the inten- 
sity of illumination at which they are compared, as discussed 
in Lecture III. A complete comparison of different colored 
" ' s therefore requires measurements at different intensities 
lumination. 

ith a photometer, the intensity of illumination can usually 
varied over a wide range by bringing the light sources 
er to the screen or removing them farther. In the lumi- 
eter, only a moderate change of the intensity of illumina- 
at which the comparison is made, can be produced by 
; different sizes of print, and the interpretation of such 
is difficult. 

wide and definite range of intensities of illumination, at 
h comparison of the light sources is made by the lumi- 
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nometer, can be secured by using gray print on white back- 
ground, and lights of different colors thereby compared over 
a wide range of illuminations. 

With a luminometer chart of gray letters, of albedo a, on 
white background, the illumination or light flux density, at 
which the luminometer readings are made as described alDove, 
is: 

1 — a 

where % is the illumination or light flux density when 
black print on white background. 

81. Since light is a physiological effect, the measureme 
this effect requires a physiological unit, which is more or less 
trarily chosen. Such a unit may be a unit of hght, that 
light intensity or light flux, as a flame, or it may be a ui 
Kght-flux density or illumination, that is, of Ught flux pei 
area. 

Thus, a fairly rational unit of Hght-flux density or illumin 
would be the illumination required at the limits of distinj 
ability of black print of a specified type, on white 1 
ground, that is, the light flux per unit area by which, with 
black print on white background, the capitals and large h 
can still be distinguished, while the small letters are ind 
guishable. 

Usually so-called "primary standards" have been chos( 
units of light intensity. VioUe recommended as standan 
light at right angles from 1 sq. cm. of melting platinum, 
proximately 20 cp.) This unit has never been introd 
partly due to the difficulty of producing it, partly due t( 
unsuitabiUty of platinum for this purpose: platinum 
gray-body radiation, therefore any impurity, as a trace of 
bonized dust, may increase the light. 

Candles have been largely used for standards, as the nai 
the unit implies, made and burned under defmite specifica 
As individual candles vary widely in their light, the use c 
candle as standard necessarily is very crude and inacci 
and thus unsatisfactory. 

The only primary standard which has found extensive 
international use is the amyl-acetate lamp of Hefner. T 
a lamp burning amyl acetate at a definite rate, with a de 
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tit of flame and definite conditions regarding air pressure 
humidity. This Hefner lamp, or German candle, equals 
it 90 per cent of the British candle and equals 90 per cent of 
intematianal candle. Amyl acetate has been chosen, as it 
easily be produced in chemical purity, and gives a good 
nous flame. The flame, however, is somewhat reddish, thus 
kedly different from the color of the carbon incandescent 
), and departs still much more from that of the tungsten 
). Instead of amyl acetate, pentane has been used and is 
used. It gives a somewhat whiter flame, but the pentane 
) is not as constant. 

owever, the Hefner lamp, while universally used as pri- 
Y standard, is altogether too inconvenient for general pho- 
3tric use, and, for this purpose, usually incandescent lamps 
employed which have been compared with, and standaid- 
by, the Hefner lamp. In reality, from these standard 
adescent lamps, by comparison, other incandescent lamps 
i been standardized, and so on, until of late years the 
ler lamp has been finally abandoned as primary standard of 
;, and we have no primary standard; but the standard of 
; is maintained by comparison with incandescent lamps 
, for this purpose; that is, it is maintained by dupUcation of 
pies, and by international agreement an incandescent lamp 
has been adopted as the standard or "international candle." 
I. A number of primary standards have lately been pro- 
d, but none has yet been much developed. 
)me work was done on the acetylene flame, burning in 
;en. It has a very suitable white color, but its intensity is 
sensitive to slight impurities of the acetylene, and such 
jrities, as hydrogen, are difficult to avoid, 
suitable unit appears to be the normal temperature radiation 
pecified temperature, and the temperature could be defined 
he ratio of the radiation power of definite wave lengths. 
3, such a unit would be an incandescent lamp, radiating x 
s at such temperature that the power radiated between wave 
ths 45 and 55 bears to the power radiated between wave 
ths 60 to 70 the ratio y. The radiated power x could prob- 
be determined from electric power input and losses. Such 
dt would probably be replaceable with considerable exact- 
, but would still be arbitrary. 
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A further possible unit would be the light given by one watt 
visible radiation, by normal temperature radiation at a definite 
temperature — the latter specified and measured by the ratio 
of radiation power of two different ranges of wave length. 
Such definition would base the physiological effect, under speci- 
fied conditions of temperature, on the imit of power, ^^^ ^^'^ 
watt, as unit of light. Its disadvantage is the diffic 
measuring the power of the total visible radiation, since 
ends of the visible spectrum the power is high and the 
logical effect low, and a small error in the limits of the sp 
would make a considerable error in the result. 

More satisfactory, therefore, appears the derivatioi 
primary standard of hght by combining three primary c 
li^t in definite power proportions. Thus, choosing thr 
of the mercury spectrum — in the mercury arc in a v 
perfect steadiness and high intensity can easily be prodi 
in the red, green and blue, about equidistant from eacl 
these three radiations would be combined in definite 
tions — chosen so as to give the desired color of th< 
probably a yellowish white — and in such quantities 
give one watt total radiation, or, if as unit the ilium 
is used, to give one microwatt per sq. cm.; that 
standard of illumination would be the illumination pi 
by one microwatt of radiation power, composed of th( 
wave lengths of the three chosen mercury lines, in i 
proportions. 

Such a standard, derived by combination of definifc 
lengths, which are easily reproducible, appears the mos 
factory in regard to permanence. It would incidentally 
numerical expression to color values, as any color then 
be represented by the numerical ratio of the power of th 
standard spectrum radiations, which, mixed together, g 
color.* 

83. light is produced for the purpose of illuminatioi 
raw material used in illumination is the flux of light 
from the illuminant. The important characteristic of t 
minant, by which it is judged, thus is the total flux < 
issuing from it, and its measiirement one of the main 
of photometry. 

* Proo. A. I. E. E., (1908). 
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The photometer or lummometer, however, gives the li^t 

mtensity in one direction only. Thus, to measure the total 

flux of Ught, the Ught intensity in all directions in space 

be determined, and added, or averaged, to get the 

e intensity of light, usually called the "mean spherical 

ty." 

le light intensity were the same in all directions, one 
photometric observation would give it, and therefrom, by 
lying with 4 ;r, the total flux of Ught would be obtained, 
irobably, is never the case. 

y illuminants, however, give a sjrmmetrical distribution 
t around an axis, so that the distribution curve is the 
Q all meridians. This is practically the case with the or- 
incandescent lamp with oval filament, and also with the 
im and the tungsten lamp. Thus if the curve, shown in 
I, is the distribution curve in one meridian, it is the same 



Fig. 59. 

ry other meridian, and for photometric test of the illumi- 
) is sufficient to measure the light intensities in one merid- 
ly, for instance, from 10 to 10 degrees. To get herefrom 
3an or average intensity, it would obviously be wrong to 
average all the intensities under equal angles, since the 
irial intensity covers a far greater area — a zone of 10 de- 
mdth and 2 k circumference — than the intensity of lati- 
>, that is, under angle ^ from the horizontal: the latter 
a zone of 10 degrees width and 2 ;r cos circumference, 
e polar intensity covers only a point. 
;et the total flux of Ught, the intensity under each angle ^ 
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thus is to be multiplied with the area of the zone which it 
covers, 2 nd cos ^, where d is the angular width of the zone 
(10 deg., for instance), and then added. The average or mean 
spheric 
thesur 
Thus 
tion ci 
equal i 

the sui 

which 

10 deg. 

Occa 
ment, t 
maximi 
lamp, [ 
the foi 



light ii 
horizon 
metrics 
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and the ratio of the mean horizontal intensity to the maximum 
horizontal intensity (or any other definite horizontal inten- 
sity); and the mean spherical intensity, as derived from the 
meridian of maximum horizontal intensity (or any other definite 
horizontal intensity), is multiplied with this ratio to get the 
real mean spherical intensity. Usually in this case measure- 
ments are taken only in one meridian, but during the test the 
lamp rotated around its vertical axis with suflScient speed, so 
that each observation in the meridian, under angle ^, in reality 
is the mean intensity in the direction ^. Thus, in incandes- 
cent lamp tests, usually the lamp is revolved, so as to average 
between the different meridians. 

As the distribution of intensity in the meridian is the same, 
within the error of photometric test, for all incandescent lamps 
of the same type of filament, usually the distribution curve of 
one meridian is measured once for all, therefrom the ratio of 
horizontal to mean spherical candle power, the so-called spherical 
reduction factor, determined, and then in further photometric 
tests of lamps of this type only the horizontal intensity meas- 
ured, and from this, dividing by the spherical reduction factor, 
the mean spherical intensity is derived. Thus, while with the 
incandescent lamp the intensity varies in each meridian, and is 
different in the different meridians, the mean spherical intensity 
levertheless is derived by a single photometric observation of 
he horizontal intensity with rotating lamp: the rotation aver- 
iges between the different meridians, and the spherical reduction 
actor translates from horizontal to mean spherical intensity, 
deduction factors of incandescent lamps usually are between 
).75 and 0.80. 

84. Far more difficult is the matter with arc lamps : in the ordi- 
lary carbon arc lamp, the intensity also varies in the meridian, 
md is different in the different meridians, but not with the 
jame regularity as in the incandescent lamp, and, further- 
nore, the intensity distribution between the different meridi- 
ins, as well as, to a lesser extent, the total light flux of the 
amp, varies with the time. The arc is not steady and con- 
stant in position, as the incandescent filament, but wanders, 
md the Ught intensities on the side of the lamp, where the arc 
lappens to be, thus are greater than on the side away from the 
ire. The meridians of maximum and of miniTn uTn intensity, 
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however, do not remain constant in position, but conti 
change with the wandering of the arc. Therefore, by e 
ments in a single meridian, the distribution curve of m 
and that of minimum intensity can be determined by 
during the observation for the arc to come around 
side of the observer — maximum — and go to the < 
side — minimum — intensity. Such curves are shown in 




Fig. 61. 

This, however, carried out for every angle in the n 
makes arc-light photometry rather laborious, espec 
the total intensity pulsates with the time, and thei 
considerable niunber of readings have to be taken i 
position. 

Therefore, for arc Ught photometry, integrating pho< 
are especially desirable, that is, photometers which, by 
observation, determine — more or less accurately — tt 
spherical intensity; that is, the average intensity, in all di; 
With such an integrating photometer, by taking a nu 
successive readings and averaging, so as to eliminate tl 
tion of total intensity with the time, the mean spherici 
sity, and thus the total flux of light, can be deriv( 
rapidly. 

Such an integrating photometer is the Matthews phoi 
It consists of a circle of incUned mirrors, which surro 
lamp and reflect the Ught in all — or, rather, a certain 
of —different angles into the photometer, and there th 
ent reflected beams are by absorption reduced in the pn 
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of COS and combined on the photometer screen. Obviously, 
the Matthews photometer does not average the intensity in all 
directions, but only in two meridians opposite to each other; 
however, by averaging a number of successive readings, very 
accurate results can be derived. 

A method of averaging in all directions is based on a similar 
principle as that by which the radiation from the interior of a 
closed sphere of constant temperature was found to be black- 
body radiation: if the lamp is located in the center of a closed 
sphere (perforated only at the place where the photometer 
enters) of perfectly white reflecting surface, then the light in- 
tensity throughout the entire inner surface of the sphere is 
uniform, and is the mean spherical intensity of illumination at 
the distance of the radius of the sphere. The reason is: every 
element of the interior of the sphere receives light directly from 
the lamp, and also light reflected from all the other elements 
of the sphere, so that the total light received at every element 
of the sphere is the same, hence is the average illumination. 
By enclosing the test lamp in the center of such a photometric 
sphere of sufficient size, its mean spherical intensity thus can be 
determined by a single reading. Such an arrangement has the 
further advantage that it allows a direct measurement of mean 
spherical intensity — or light flux — of such iUuminants as the 
lercury lamp, in which the radiator is of such extent that it 
annot be considered as a point without going to excessive 
istances. 

85. Photometrically, and in illuminating enpneering, only 
be mean spherical intensity — which represents the total flux 
f light — and the distribution curve — which represents the 
istribution of this Ught in space — are of importance. The 
horizontal intensity" has been used as a conventional rating 
f incandescent lamps, but is merely fictitious, as it does not 
lean an actual average horizontal intensity, but the horizontal 
itensity which the light flux of the lamp would give with the 
tandard mean spherical reduction factor, if the filament had 
he standard shape. 

Downward candle power and maximum candle power obvi- 
usly have no meaning regarding the light flux of the lamp, 
ut merely represent a particular feature of the distribution 
urve. 
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Hemispherical candle power is used tc 
abroad. It is a mixture between ligh 
curve, and as it gives no information on 
on the aotual distribution curve, and m 
to the lamp a greater light flux than it p 
it vnih mean spherical candle power — i1 
ence, and should not be used. 
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LECTURE X. 

LIGHT FLUX AND DISTRIBUTION. 

5. The light flux of an illuminant is its total radiation 

rer, in physiological measure. It therefore is the useful 

put of the illuminant, and the efficiency of an illuminant 

s is the ratio of the total Ught flux divided by the power 

it. 

Q general, the distribution of the light flux throughout space 

ot uniform, but the Ught-flux density is different in different 

ictions from an illuminant. 

Fnit light-flux density is the light-flux density which pves 

physiological effect of one candle at unit distance. The 
> of light flux, or the lumen, is the light flux passing throu^ 
k surface at unit light-flux density. The unit of light inten- 
, or one candle, thus gives, if the light-flux distribution is 
form in all directions, unit flux density at unit distance from 
radiator, and thus gives a total flux of light of 4 tt imits, or 
lumens (since the area at unit distance from a point is the 
ace of a sphere, or 4 tt). 

?he unit of light intensity, or one candle power, thus gives, 
ii a radiator of uniform light-flux distribution, 4 ic lumens of 
t flux, and inversely, a radiator which gives 4 tc lumens 
ight flux, gives an intensity of one candle, if the intensity is 
form in all directions, and, if the distribution of the intensity 
LOt uniform, the average or mean spherical intensity of the 
iator is one candle. Thus one mean spherical candle rep- 
snts 4 TT lumens of light flux, and very frequently the mean 
erical candle is used as representing the light flux: the light 
: is 4 ;r times the mean spherical intensity, and the mean 
erical intensity is the total light flux divided by 4 tt, regard- 

whether the Ught flux is uniformly distributed or not. 
'he total light flux of an illuminant is derived by the sum- 
:ion or integration of the intensities, that is, the flux den- 
^ at unit distance, in all directions from the radiator. 

186 
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The distribution of light flux or of intensity is never unifonn, 
and the investigation of intensity distribution of the light flux 
thus necessary. 

The distribution of the light intensity of an illuminant de- 
pends upon the shape of the radiator and upon the objects 
surrounding it; that is, the distribution of the light flux issuing 
from the radiator depends on the shape of the radiator, but 
is more or less modified by shadows cast by sunx)unding 
objects, by refraction, diffraction, diffusion in surrounding 
objects, etc. 

The most common forms of radiators are the circular plane, 
the straight line, that is, the cylinder, the circular line or circular 
cylinder and combinations thereof. 

87. Very frequently the intensity distribution of an illumi- 
nant is symmetrical, or approximately symmetrical, around an 
axis. This, for instance, is the case with the arc lamp, the 
incandescent lamp, most flames, etc. If the distribution is 
perfectly symmetrical around an axis, the distribution in space 
is characterized by that in one meridian, that is, one plane pass- 
mg through the axis. If the distribution is not symmetrical 
around the axis, usually the space distribution is characterized 
by the distribution curves in two meridians at right angles to 
each other, the meridian of maximum and that of minimum 
intensity, and the distribution in the equatorial plane, that is. 
the plane at right angles to the axis. 

Distribution curves are best represented in polar coordi 
and the angle counted from the axis towards the ec 
(that is, complementary to the " latitude" in geography). 

As most iUuminants are used with their symmetry a 
vertical direction, and the downward light is usually of g 
importance, it is convenient in plotting distribution cur^ 
choose the symmetry axis as vertical, and count the ai 
from the downward vertical towards the horizontal; tl 
the downward beam would be given hy <f> = 0, the hori: 
beam by ^ = 90 deg., and the upward beam by ^ = 180 ( 

The usual representation of the light-flux distribution i 
lar coordinates does not give a fair representation of the 
light flux, or the mean spherical intensity of the light S( 
but on the contrary frequently is very misleading. When 
paring different polar curves of intensity distribution, 
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impossible to avoid the impression of the area of the curve as 
representative of the light flux. The area of the polar curve, 
however, has no direct relation whatever to the total Ught flux, 
that is, to the output of the illuminant, since the area depends 
upon the square of the radii, and the light flux directly upon 
the radii of the curve. Thus an illuminant of twice the inten- 
sity, but the same flux distribution, gives a polar curve of four 
times the area, and the latter gives the impression of a source 
of light far more than twice as great as the former. 

The meridian curves of intensity distribution are still more 
misleading: the different angles of the curve correspond to 
very different amounts of light flux: the horizontal intensity 
(<^ = 90 deg.) covers a zone of 2 ryr circumference, while the 
intensity in any other direction ^ covers a zone of 2 nr sin ^ 
circumference ; that is, an area which is the smaller, the nearer 
<^ is to or 180 deg. ; the terminal intensity, upward or down- 
ward, finally covera a point only, that is, gives no light flux. 
As the result hereof, an illuminant giving maximum intensity 
in the downward direction, and low intensity in the horizontal, 
gives a much larger area of the polar curve than an illuminant 
of the same or even a greater total light flux which has its 
maximum intensity in the horizontal. C!omparing, therefore, 
iUuminants of different distribution curves, it is practically 
impossible not to be misled by the area of the polar curve, and 
thus to overestimate the illuminant having maximum downward 
intensity, and underestimate the illuminant having maximum 
horizontal intensity. 

The misleading nature of the polar curves of intensity dis- 
tribution in the meridian is illustrated by the curves in Figs. 
64 and 99: the three curves of Fig. 64 give the same total 
light flux; that is, the same useful output; but 2 looks vastly 
greater than 1 or 3, and 3 especially looks very small. Curves 
0, 1, 2, 3, 4 in Fig. 99 give the same total light flux, and curve 
?ives only one tenth the light flux. To the eye, however, the 
rve 4 gives the impression of a far more powerful illuminant 
an the curve 1, and curve 5 appears practically equal, if not 
"ger than 1, while in reaUty it represents only one tenth the 
;ht output of 1. 

88. In an illuminant in which the distribution of intensity 
symmetrical around an axis, and thus can be represented 
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by one meridian curve, the total light flux is cal 

Let 7 = intensity at angle ^ 

(counting the angle i> from one pole over the eq 
other pole). 

This intensity covers a zone of the 
sphere of unit radius of width d4> and 
angle 0,that is, a zone of radius (Fig. 62) 
r=8in <l>; thus surface 

dA = 2 ;r sin <l>d(f>, 

and the light flux in this zone therefore 
is: 

= 2 ;r/ sin (f)d^; 
hence, the total light flux : 

$ = 2 ;r / 7 sin ^d^. 

The light flux in the space from the downward di 
to the angle i> =^ <f>i against the vertical or synmiet 
is 

$/» = 2;rJ^7sin^, 
and the Ught flux in a zone between the angles 4>i ^ 



i>^^ »2;r 



J' 7 sin <f)d4>- 



7. DISTRIBUTION CURVES OF RADL 

(1) Point, or Sphere, of Uniform Brilliancy. 

In this case, the intensity distribution is uniform 

7 =» intensity of light, in candles, 
$s 4 ;r7 » light flux, in lumens; 
or, inversely: 

47r 

The brilliancy of a radiator is the light-flux densi 
face. Thus, with a luminous point of intensity 7, 1 
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be infinite; with a luminous sphere of uniform intensity 
mtion, and of radius r, the brilliancy is 

* / 

, inversely proportional to the square of the radius of the 

cal radiator. 

Circular Plane of Uniform Brilliancy. 

Such radiators are, approximately, the incandescent tip 

J carbons in the (non-luminous) electric carbon arc, or 
the luminous spot in the Ume cylinder 
of the lime Ught (hydro-oxygen flame), 
etc. 

Choosing the circular luminous plane 
as horizontal direction, the intensity 
distribution is symmetrical around the 
vertical, the vertical direction thus can 
be chosen as axis, and the angle <f> 
counted from the vertical upward. 
The intensity is a maximum I^ ver- 
Fia. S3. tically downward, for ^ = 0. 

any other direction, under angle ^ against the vertical 

53), the intensity is 

7-/,cos^, . (8) 

I zero for 

^ = 90deg. 
5 light flux issuing from the radiator below angle <f> is, by 




*. 



2;r 



,by(8): 



f 7 sin <f)d4>', 

*<^ =» 2 kI^ j sin ^ cos <l>dff> 
=.^7. /cos 2^^ 



-j/, {1-0062^}, 



(9) 
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and the total light flux, from ^ » to ^ — 90 

or. 

The brilliancy of the source of light is th« 
divided by the luminous area; or, 

^ T 
and, if r =» radius of the luminous circle, 

and 

B^ — ^"^ 

or, 

/. = r'B; 

that is, the same as in class (1). 

Comparing (11) with (5), it thus follows that 1 
of such a radiator, for the same maximum intc 
quarter that of a radiator giving uniform inte 
throughout space, or inversely, with such a do we 
of light, the maximum intensity is four times a^ 
be with the same total Ught flux uniformly di 
space. 

The flux distribution is a circle having its 6 
source of Ught downward. It is shown as i 
the concentric circle giving uniform intensit 
the same total light flux is shown as 1. 

(3) HoWm Qircvlar Surface. 

Such a radiator, for instance, is approximately 
positive carbon of the arc lamp. 

As with such a radiator, as shown in sectio 
projection of the luminous area in any direct! 
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as with the plane circular radiator (2), the 
apply. 

(4) Rounded Circular Surface. 

Such, for instance, is approximately the inca 
tip of the arc-lamp electrodes, when using carbo 
small size, so that the entire tip becomes heated 

Assuming, in Fig. 66, the radiator as a segment 
let 2 ct; = the angle subtending this segment, r^ t 
sphere. 

For all directions ^, up to the angle (o below tl 

0<<l><^'-co; 

the projection of the spherical segment in Fig. 6 
that of a plane circle, and thus the intensity is g 
as: 

i = /q cos ^. 

In the direction, - - cj <<f> <-, however, t 

greater, by the amount of light radiated by the 
and, in the horizontal direction, the intensity c 
but corresponds to the horizontal projection 
segment. 
Above the horizontal, light still issues in the ( 

from the segment Buv, and only for ^ + <o<4 

cease. 
If r, = radius of carbon, the radius of the lum 



* sin («> ' 



the height of the segment is 

A = r^ (1 — cos (o) 

r, (1 - cos (oj ^ 



smcj ' 
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hence the surface of the segment, or the luminous area, is 
A, = 2 r^hx 

2 r,*;r (1 — cos a;) 
sin' a; 

2r,*;r X 2 sin' ^ 
4 sm' - cos' 5 



cos'- 



(14) 



Thus, if the luminous area is the same as in the plane circle 
class (2), it must be: 



r';r 



'—^r^n; 



or, 



cos'- 



r, -rcos|; (15) 



and, if the brilliancy B is the same, the maximum intensity for 
^ - Ois 

^r^B cos' ^; (16) 

that is, the rounding ofiF of the circular radiator, at constant bril- 
liancy and constant luminous surface, decreases the maximum 

intensity I^ by the factor cos'-, but increases the intensity within 

£i 

the angle from (o below to (o above tbe horizontal direc- 
tion. 

In Fig. 67 are plotted the distribution curves, for the same 
brilliancy and the same area of the radiator, for a plane circular 
radiator, as 1 ; a rounded circular radiator of angle (o = 30 deg. 
as 2, and a rounded circular radiator of angle a; = 60 deg.. 
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as 3. As seen, with increasing rounding, gradually more and 
more light flux is shifted from the vertical into the horizontal 
direction. 





j^gcf-HrT 


=^^^^ 


m 




^©^v- 




^^^ 



Fig. 67. 



Straight Line or Cylindi iced Radiator. 

90. Such radiators are represented approximately by the lum- 
inous arcs with vertical electrodes, by the mercury-arc tube, 
by straight sections of 
incandescent-lamp fila- 
ments, etc. 

The intensity distribu- 
tion is symmetrical with 
the radiator as axis. 

The intensity is a max- 
imum I^ at right angles 
to the radiator, or in 
horizontal direction, ^ 
vertical axis. 




Fig. 68. 



90 deg., when choosing the radiator as 
At angle ^, the intensity is, Fig. 68, 

7 = /oSin^, (17) 

and is zero for ^ — and ^ - 180 deg., or in the verticaL 
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! light flux within angle 4* from the vertical is, by (4), 

*,*-2;r //3in^# 

-2s7, I sm* 4>d4> 

%*-^h/<i>~'^l . (18) 

le total light flux for ^ °= tt is 

* = ^h; (19) 

veinely: * ^20) 

le radiating surface is 

A - ;rt/?Z, (21) 

Z is the length; w the diameter of radiator. The bril- 
, therefore, is 



(22) 
(23) 

(24) 

)e called the linear maximum intensity, or, m/iximum irden- 
er unit length. 

3t of the light of a linear vertical radiator issues near the 
)ntal, very little in downward and upward direction. Put- 
^* « J $, gives the angle <f>y which bisects the light flux: 

sin 2 ^ 7t 
4>--^ 4' 

lerefrom, by approximation, ^ = 66 deg.; that is, half the 
flux issues within the narrow zone from 24 deg. bdow to 



B 


~ A 


1 




w 


wlB, 


h 


n 


h' 
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24 deg. above the horizontal, or in the space between a and a' in 
Fig. 68. 

It is interesting to compare the three radiators, ( 
on the basis of equal maximum intensity, and c 
equal light flux, thus : 

Light flux $, at equal maximun 
intensity I^ 

Maximum intensity 7,^, at equal 
light flux * 



TTnlform. 



din 



4^1, 


Itl 


4 


1 


* 


$ 


47Z 


Tt 



As seen, at the same maximum intensity, the 
nearly as much light flux as given by uniform dis 
is, its deficiency in intensity in the polar regions r 
little light flux. The circular plane, however, j 
quarter as much light flux as uniform distribution. 

W\^ the same horizontal intensity of a cylinc 
as the vertical intensity of a circular plane, th 
?r =» 3.14 times the flux of light. 

In Fig. 64 the three distribution curves are show 
total flux of light: curve 1 for imiform intensity, 
cbcle, and 3 for a straight cylinder as radiator. 

(6) Oircvlar Line or Cylinder. 

In the spirals, loops or ovals of in- 
candescent-lamp filaments, circular ^U- 
radiators, or sections thereof, are met. < — ^= 

Let r = radius of the circular radi- 
ator, w = diameter of the radiator 
cylinder, shown in section in Fig. 69. 

The intensity is a maximum in the 
direction at right angle to the plane 
of the circle. ^ 

The projection of the radiator in this directioi 
intensity, 4^ ^ 0, has the length: 2 ttt; and if, by 

wB 



K- 



maximum linear intensi 
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where 
it is. 



B = brilliancy, 

2 7rr//= 2rwB. 



(25) 



*0 ** ""*0 

This is in the direction in which the projection of the radiator 
is a circle of radius r, and thus circumference 2 tot. 

n any other direction ^, the projection of the radiator is an 
pse, with r and r cos ^ as half axes, as seen from Fig. 69. 
f Z « the circumference of this ellipse, the intensity in the 
^tion ^ bears to the maximum intensity /p the same ratio as 
circumference of the ellipse to that of the circle; that iS| 

/-/.2^=a (26) 

?he circumference of an ellipse with the half axes a and c is 

Z - (a + c) ;r (1 + g), 



5re 



1 / g - c y 1 / g - c y 1 / g - c \* 



(27) 



?he ratio of the circumference of the ellipse to its maximum 

I 
meter, y=— , is given in Table I, and plotted in Jig. 70, 

^ T 

h the ratio of the half axes, that is, cos ^, as abscissas, and, in 
. 71, with angle <t> as abscissas. 

TABLE I. — CIRCUMFERENCE OF ELLIPSE. 



£.«-.. 




i- 




1.0 


1.571-^ 





1.671-1 


o.d 

0.8 


1.495 
1.418 


10 
20 


1.560 
1.525 


0.7 
0.6 
0.5 


1.345 
1.278 
1.210 


30 
40 
45 


1.470 
1.390 
1.350 


0.4 
0.3 
0.2 


1.150 
1.110 
1.055 


50 
60 
70 


1.305 
1.220 
1.120 


0.1 



1.025 
1.000 


80 
00 


1.045 

1.000 
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Fig. 7a 



Fig. 71, 



In Fig. 72 is plotted the intensity distribution in the meridian 

of such a circular radiator. This shows a maximum I^ in the 

2 
vertical, and a minimum /^ = — /^ 

in the horizontal. 

Theoretically, exactly in the 
horizontal, ^ = 90 deg., the in- 
tensity should be ;r^, as one half 

of the circle shades the other 
half. In most cases of such circular 
radiators, sections of incandescent- 
lamp filaments, ri; is so small com- 
pared with r, that it is practically 
inip>068ible to have the radiator 
perfectly in one plane, as would be 
required for one half to shade the 
other half. ^^ ^ 

(7) Single-Loop Filament. 
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2. As an Ulustration of the use of the distribution curves 

liflferent typical forms of radiators, the distribution curves 

a single-loop incandescent-lamp filament may be calcu- 

d. 

uch a filament consists of two straight sides, joined by a half 

le, as shown in Fig. 73. 

The distribution of in- 
tensity is not symmetrical 
around any axis, but ap- 
.^kx proximately so around the 
axis Z in Fig. 73. 

The meridian of maxi- 
mum intensity is the plane 
YZy at right angles to the 
plane of the filament; the 
meridian of TniniTnnm in- 
tensity is the plane of the 
filament, XZ, and the 
least variation of intensity 
occurs in the equatorial 
plane XY. The distribu- 
tion curves in all three of 
these planes are required. 
Assuming the straight 
sides as of a length equal 
to twice the diameter of 
the loop, or of length 4 r, 

are r = radius of the half circle. 

Ls it is impossible to produce and maintain such a filament 

fectly in one plane, we assume, as average deviation of the two 

tight sides A and B of Fig. 73 from the vertical, an angle of 

Jeg. 

^'he intensity distribution of the straight sides A and B in any 

ridian plane thus is that of a straight radiator, (5), at an 

;Ie of 10 deg. against the vertical. 

-lOt Ij = maximum intensity per unit length. Then the 

ridianal distribution of the sides A+Bis: 

/, = 4 r/; {sin {<l> + 10^) + sin {<f> - 10^) } (28) 

reto in the meridian of maximum intensity is added the li^t 
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where I 
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A + B, 
10 deg. 

To th 
radius r 
/ = /.- 
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intensity, I " I^ + /„ Curve 2 of Fig. 74; and in the equator, 
I " Io + /,; Curve 3 of Fig. 74. 

(8) In Table II are recorded the intensity distribution of the 
different radiators discussed in the preceding paragraphs. 

TABLE n. 



*« 


Circular aurfaoe. 


Circular 
line. 


Single-loop filament. 


Plane. 


Rounded by 


Meridian of 


Egoatcr. 


30 dec. 


60 dec. 


Max. 

Intensity. 


Min. 
intensity. 



10 
20 

30 
40 
50 

60 
70 
80 

90 
100 
110 

120 
130 
140 
150 


7.00 
6.88 
6.57 

6.05 
5.35 
4.50 

3.50 
2.39 
1.21 




6.50 
6.40 
6.12 

5.63 
4.98 
4.19 

3.25 
2.31 
1.47 

0.75 
0.39 
0.09 




5.25 
5.18 
4.94 

4.56 
4.07 
3.55 

3.01 
2.44 
1.90 

1.37 
1.00 
0.07 

0.04 
0.02 
0.005 



3.14 
3.12 
3.05 

2.94 
2.78 
2.61 

2.44 
2.24 
2.09 

2.00 


1.70 
1.73 
2.47 

3.19 

3.84 
4.41 

4.88 
5.23 
5.44 

5.51 


1.70 
1.68 
2.35 

2.97 
3.53 
4.02 

4.41 
4.70 
4.88 

4.94 


5.51 
5.50 
5.40 

5.41 
5.33 
5.24 

5.16 
5.06 
4.98 

4.94 
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//. SHADOWS. 

93. The radiator of an illuminant can rarely be arranged so 
that no opaque bodies exist in its field of light flux and obstruct 
some light, that is, cast shadows. As the result of shadows, the 
distribution of intensity of the illuminant dififers more or less 
from that of its radiator, and the total light flux is less. 

The most common form of shadow is the round shadow sym- 
metrical with the axis of the radiator, that is, the shadow of a 
circular plane concentric with and at right angles to the sym- 
metry axis of the illuminant. Such for instance are, approxi- 
mately, the shadows cast by the base of the incandescent lamp, 
by the top of the arc lamp, etc. Such also are the shadows of 
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the electrodes in the arc lamp in that most common case where 
the electrodes are in line with each other. 

As an example may be considered the effect of a synametrical 
circular shadow on the light flux and its distribution with a 
circular plane and with a straight line as radiator. 

(1) Circular Plane Opposite to Circular Plane of Radiator. 

Shadow of negative carbon in front of the positive carbon 
of the carbon arc. 

In Fig. 75, let 2 r be the diameter of a circular plane radiator 
(positive carbon); 2r^ 
the diameter of the 
plane, which casts a 
shadow (negative car- 
bon of the arc lamp); 
and I the distance be- 
tween the two. 

Assume I^ as the 
maximum intensity of 
the light flux issuing 
from the radiator AOB 
(which is in downward 
direction, hence com- 
pletely or partly intercepted by the circle Afi^B^). Then, the 
intensity of the light flux from the radiator, in any direction <j>, 
is, according to reasoning under heading I, class (2), 




Fig. 76. 



/ = /^ cos ^. 



(1) 



In this direction ^, the circle A^B^ projects on the plane AB 
as a circle A^B^, with radius r^, and the center 0, of this circle 
has from the center of the radiator the distance 

a = OOJ = Z tan ^. (2) 

If now the projected circle 0^ overlaps with the radiator circle 
Oj, the area S of overlap, shown shaded in Fig. 76, is cut out from 
the radiator by the shadow, and the light flux in the direction ^ 
thus reduced from that of the complete radiator surface, ttt^, 
to that of the radiator surface minus the shaded part S, that is, 
Tcr^'-S, or in the proportion 



r'K -S , S 
9 zn—^^-lJZ' 



(3) 
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and the intensity of the remaining light flux, in the direction <f>, 
*^ ^ / = /o9COS^. (4) 

K the distance, a, between the circles and 0, is greater than 
the sum of radii, / tan <l> > r + r^, the circles and 0, do not 
overlap, and in that direction no shadow is cast. 

The light intensity thus is reduced by the shadow of the lower 
carbon only for those angles 4> which are smaller than the angle 
^1 given by ^ ^. - 

tan^, -^. (5) 

In the direction in which 4> is smaller than the angle, 

tan^, -^, (6) 

and the shadow 0, thus covers the entire radiator 0, no light 
issues, but the radiator is completely shaded. This can occur 
only if r^>r, and if this is the case, a circular area below the 
radiator receives no Ught. 

If fj— r, the intensity becomes zero only in the direction 
^ = 0; and if r^ < r, the light in the downward direction is merdy 
reduced, but nowhere completely extinguished. 

The shaded area of the radiator consists of two segments, 
of the respective radii r and r^ : S = D + I>|. 

Let 2 <<; -" angle subtending segment D and 2 o/^ «= an^e 
subtending segment Dj, and denoting the width of the segments 
thus 

w ^ AC, 
^1 = BjC, 
and the total width of the shaded area is 

p = AS, = w + Wy (7) 

From Fig. 76, 

a -^00^ =. OA + fi^O, - is, 

=• »• + ^ - p; 

or, 

p ^r + r,-a; 
hence, by (2), 

p = r + Tj - tan <^. (8) 
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In A. O^O, 






Sin w^ r 




sin a> fj 


d 


r . 
sin a>, = - sin (o. 




cos ft> = 1 , 

r 


T\t*^ 


1^^= r (1 — cos oij); 


XlOCy 


p = u; + u;^. 




Fia. 76. 



Fig. 77 



Furthermore, 



and, by (3), 



D = Sector OEAF - A^OF 
, , sin 2 a> 

, / sin 2 a>\ 

_^ , / sin 2 (i)\ 

S = D + D„ 



1 -S 



Pot different values of w the 

values of (o w^ p D 

are calcidated from equations (10) (11) (12) (13) 
and then q plotted as function of p in Fig. 78. 
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From equation (8) then follows, for every value of ^, the cor- 
responding value of p, herefrom the value of q and by (4) the 

value of /. 

94. In Table lU are ^ven 
the values of p and q for the 
ratio of radii: 



9 



FlQ. Z& 



•.7 






-i-- 2.0; 1.0; 0.7, 

corresponding to a shadow sec- 
tion equal to 4 times, 1 times, 
and 0.5 times the section of the 
radiator. 

These are plotted as curves 
I, n, m, in Fig. 78- 



TABLE III. 



p. 


:i-2. 

r 

I. 


1«-1. 

r 

n. 


r 


-0.7. 


m. 


IV. 




0.1 

0.2 
0.3 
0.4 

0.5 
0.6 
0.65 

0.7 

0.71 

0.8 

0.85 
0.9 
0.95 
1.0 


1.000 

0.962 

0.885 
0.785 
0.675 

0.560 
0.435 


1.000 

0.964 

0.895 
0.810 
0.715 

0.615 
0.500 


1.000 

0.968 

0.910 
0.835 
0.748 

0.660 
0.575 
0.532 

0.502 
0.500 
0.500 












0.660 
0.569 
0.520 

0.477 


0.308 


0.380 


0.183 


0.255 


0.386 
0.340 


0.070 
0.028 



0.127 
0.063 



0.500 




0.500 





T . . 

If ~ < 1, the curve III represents the efifective li^t-giving 
r 

area only up to the values of p, where w^ «• r^ but beyond this 

value, at least in the application to the shadow cast by the 
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negative carbon of the arc lamp, the shaded area is not merely 
the circle 0/, but also the area shown shaded in Fig. 77, 
which is shaded by the shadow cast by the sides of the lower 
electrode. 

From the value p', which corresponds to t^i = r^, the area S 
then increases by 2r^ (p-p^); hence, if S'- shaded area for 
p = p\ for any value of p>Pi, 

This is shown in Table III and in Fig. 78 as curve IV. 

Such curves of intensity of a plane circular radiator of radius 

r, shaded by a concentric circular shade of radius r^ at distance I 

[corresponding to a diameter of positive carbon 2 r, of negative 

carbon 2 r^, and an arc length Z], are given in Figs. 79 to 82, 

and the nimierical values given in Table IV. 

r I 

Rg. 79 gives the ciuves for - = 2, and the arc lengths, — =« 

r ^ T 

0.25; 0.5; 1.0; 2.0, as curves I, II, III, IV. Fig. 80 gives the 
curves for - = 1, and the arc lengths, — = 0.25; 0.5; 1.0; 2.0, 

T 

as cxirves 1, 11, III, IV. Fig. 81 gives the curves for - = 0.7, 

I ^ 

and the arc lengths, — = 0.25; 0.5; 1.0; 2.0, as curves I, II, III, 

Z T 

IV. In Fig. 82 are shown, for comparison, the intensity curves 
for 



^-2; 


1=2, as I. 


^*-i; 


l.l,asn. 


J - 0.7; 


1 - 0.5, as m. 



As seen from Fig. 82, a larger shade at greater distance, l^ 
gives approximately the same light flux and a similar distribu* 
tion, but gives a much sharper edge of the shadow, while a smaller 
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9.00 

9.40 

9.75 

10.00 
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o 
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210 RADIATION, LIGHT, AND ILLUMINATION. 

shade at shorter distance, III, gives a far broader half shadow, 
which extends even to the vertical direction. 

This is illustrated by the distribution of the open arc and the 
enclosed arc in clear ^obes — that is, without means of diffrac- 
tion or diffusion. In the enclosed arc the distance between the 

electrodes, Z, is made larger, since the ratio of radii ~ is greater, 

as due to the smaller current the diameter of the radiator, 2 r, 
is smaller than in the open arc. The enclosed arc has a much 
sharper edge of the shadow, that is, narrower half shadow, than 
the open arc, thus requiring means of diffusion of the light even 
more than the open arc. 

Where the shade which casts the shadow is rounded, the dis- 
tribution curve is somewhat modified by similar considerations, 
as have been discussed under headings I, class (4). This is fre- 
quently the case where the shadow is cast by the dectrodes of an 
arc, and especially so in the carbon arc, in which the negative 
electrode — which casts the shadow — is more or less rounded 
by combustion. 

(2) Circular Plane Concentric wUh the End of Linear 
Radiator. 

95. This condition is approximately realized by the shadows 
of the electrodes of a luminous arc with vertical electrodes. 

Let, in Fig. 83, 2 r^ «= diameter of the 
lower electrode, I -= length of the linear 
radiator, and 2 w the diameter of the radiator. 
Neglecting first the diameter 2w of the radi- 
ator, the part of the radiator which, in the 
direction ^, is shaded, is 

« = fj cot <f>, (18) 

and the reduction factor of the light, or the 
ratio, by which the intensity of light flux of 
^^' ^- the radiator proper (heading I, class (5)), 

/ - /^ sin ^, has to be multiplied, is 

- 1 - ^ cot ^, (20) 
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212 RADIATION, UGHT, AND ILLUMINATION. 

the distribution of light flux for— =«0.25; 0.5; 1; 2, as curves I, 

n, III, IV, corresponding to an arc length equal to J, J, Land 
2 times the electrode diameter. 

///. REFLECTION. 

96. As rarely the distribution of intensity and the brilliancy 
of the radiator are such as desired, reflection, diffraction, and 
diffusion are used to a considerable extent to modify the distrilJu- 
tion curve and the brilliancy of the radiator. 

Reflection may be irregular or regular reflection. In irr^;ular 
reflection, the Ught impinging on the reflector is thrown back 
irregularly in all directions, while in regular reflection the li^t 
is reflected under the same angle under which it impinges on the 
reflector. The former is illustrated by a piece of chalk or other 
dull white body, the latter by the mirror. 
A. Irregular Reflection. 

Irregular reflection is used in indirect hating to secure dif- 
fusion and low intrinsic brilliancy of the light source by throw- 
ing the direct light against the ceiUng and illuminating by the 
light reflected from white or Ught colored ceilings. In some 
luminous arcs, the so-called flame carbon arc lamps, irregular 
reflection is used to direct most of the light downward by 
using a small circular reflector — usually hollow — immediately 
above the arc, the so-called "economizer." In this case the 
smoke produced by the arc largely deposits on the reflector 
and thereby maintains it of dull white color, the deposit of most 
flame carbons being calcium fluoride and oxide and thus white. 
In irregular reflection, the reflector is a secondary radiator; 
that is, if *j = that part of the flux of Ught of the main radiator 
which is intercepted by the reflector, and a = albedo of the 

reflector (that is, the ratio of reflected 
light to impinging Ught, or the "ef- 
ficiency of the reflector"), the radiator 
is a generator of the Ught flux a^^. 

As an example may be discussed 

the intensity distribution of a vertical 

^Q- ^- limiinous arc L having a circular 

(irregular) reflector R immediately above the arc, as shown in 

Kg. 85. Let 2(o = angle subtended by the reflector R from 
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the base of the arc, I the (vertical) length of the arc. The 
radius of the reflector then is r j = Z tan cj, and the light flux 
intercepted by the reflector is calculated in the manner as dis- 
cussed under heading 11^ Class (2) ; that is, if I^ is the maximum 
or horizontal intensity of the arc L, the intensity in the direc- 
tion (180 deg. - <^) will be 

/ = /oSin0. (1) 

The reflector then intercepts the entire light flux issuing from 

the radiator L between 180 deg, and 180 - w, and the part q of 

the light flux issuing between 180 — (o and 90 deg., which is 

given by 

r, cot (180-0) , 
q = — — = tan w cot <f>; (2) 

hence, the light flux intensity which is intercepted by the reflec- 
tor is 

I, = g/osin0 

= /^ tan 0) cos 0, (3) 

and the light intensity issuing into space from the main radiator 

m this angle, - < <^< (180 - w)y is 

h = (1 -3)toSin0 

= Iq (sin - tan o) cos 0). (4) 

Therefore the light flux intercepted by the reflector within the 
angje^ = Oto^ = (o (orrather,<^ = 180 deg. to^ = 180 - a>) is 

<- 2 ^/oj^sin^ <t>d4>-^nI,{co-^ ^v^y 
within the an^e = te>to0=-is 

qsm^<f>d4> ^ 2 7:1^1^11(0 I cos <f> sia <l> d4> 



TcLtajioj 



*o 



/ l+C08 2(o\ 



I^Bm2(o 

"^ n ' iP) 
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214 RADIATION, LIGHT, AND ILLUMINATION. 

and therefore the total light flux intercepted by the reflector is 

and the reflected light flux, or light flux issuing from the reflector 
as secondary radiator, is 

*, = a*j - ttI^oo), (6) 

where a — albedo. 

As the reflector is a plane circular radiator, its maximum 
intensity is in the downward direction, and is given under head- 
ing I, class (2), as ^ 

V = -' = I,aw, (7) 

and herefrom follows the intensity of radiation of the secondary 
radiator in any direction <f>y 

r = Vcos<^ 

^ I^ aoj cos <l>. (8) 

The total intensity of radiation of main radiator and reflector 
or secondary radiator combined, in the lower hemisphere, or 

for < <^ < -, is 

/ - /' + r - /o (sm^ + (u*;cos<^); (9) 

and in the upper hemisphere light flux issues only under the 

angle 7.<<i><n — (o, and is 

I '^ r = I^ (sin 4> — tan cd cos <f>). (10) 



Fia. 86. 
For a> ■= 75 deg. «= -— and a = 0.7, the intensity distribution 
is plotted in Fig. 86 and given in Table V. The distribution 



Digitized by VjOOQIC 



LIGHT FLUX AND DISTRIBUTION. 



215 



curve is of the type characteristic of most flame carbon arc 
lamps. 
Substituting the numerical values in 

(9) ^ves / = /o (sm <^ + 0.92 cos 0), 
and in (10) gives / = /© (sin <f> - 3.73 cos <l>). 

TABLE V. 



^ 


Irregular reflection. 
a - 0.7. 
« - 75 deg. 


Regular reflection. 
a - 0.7. 
•, - 60 deg. 
*.i - 86 deg. 


Regular: a - 0.6. 
Irregular: a' i- 0.1. 

•, - 60 deg. 

«i - 85 deg. 



10 
20 

27 
30 
35 

40 
45 
50 

55 
60 
65 

70 
75 
80 

85 

87.5 

90 

92.5 

95 
100 
105 


3.68 
4.32 
4.83 




0.70 

1.47 


0.18 
0.17 
0.16 

0.16 
0.42 
0.80 

1.19 
1.54 
1.89 

2.23 
2.55 
3.27 

3.97 
4.62 
5.26 

5.86 
4.93 
4.00 

2.00 



5.19 


2.00 


5.39 


2.57 


5.44 


3.06 


5.46 


3.46 
4.11 

4.74 
5.32 
5.86 

6.34 
5.18 
4.00 

2.00 



5.02 
4.82 
4.58 

4.30 


4.00 


2.68 
1.34 












B. Regular Reflection. 

97. With regular reflection by a polished reflector or mirror 
as used, for instance, in some forms of luminous arcs, the reflector 
is represented by a second radiator, which has the same shape as 
the main radiator and is its image with regard to the plane of the 
reflector. If a is the albedo of the radiator and /^ the mRTiTnum 
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intensity of the main radiator, the maximum intensity of the 
virtual or secondary radiator is al^. 

The reflector then cuts out of the light flux of the radiator 
that part intercepted by it, and adds to the light flux that part 
of the (virtual) light flux of the secondary radiator which passes 
through the plane of the reflector. 

As example may be considered the intensity distribution of a 
vertical luminous arc of length l, supplied with a circular ring- 
shaped mirror reflector concentric with and in the plane of the 
top of the arc. Let w^ be the angle subtended by the inner, 
(o^ the angle subtended by the outer edge of the reflector, from 




the base of the arc, as diagrammatically illustrated in Rg. 87; 
then the intensity of the light flux of the main radiator 



for 


0<^<2 




is 


/ — 7, sin <l>, 




and for 


-<^<7C -0), 


(11) 


is 


r- (1 -?J/,sm0, 


(12) 


where, by (2), 
hence, 


g, = tan o>, cot <l>, 

7/ = 7, (sin ^ — tan w, cos <fi). 


(13) 
(14) 



ad is zero for (f> > n — (Oy 

All the light flux issuing from the main radiator between the 
pper vertical and the angle a>j (0 < <^ < oj^ 

r = /, sin <f> (15) 

wasted by passing through the central hole in the reflector. 
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Of the light flux issuing between angle (o^ and - from the upper 
vertical, the part {w^<<f}< - ) 

A = QJo sin <l> 
is wasted by passing through the hole in the reflecto 
Smce, by (13), 

q^ = tan (o^ cot <f>, 
it is: /j = Iq tan oj^ cos ^, 

for <o,<<l><y 

All the Ught flux issuing between the upper verti 
angle w^, 

/'= I^ sin <f>y 

is received by the reflector, with the exception of thai 
passes through the hole in the reflector. 

Of the light flux issuing between angle (o^ and - froi 

vertical, the part 

^2= ?3^sin<^ 
= I^ tan (o^ cos <l>, 

fora>j< <f><-> 

is received by the reflector, with the exception of that 
passes through the hole in the reflector. 

The total light flux intensity reflected by the refle 
useful light flux of the virtual or secondary radiatoi 
a = albedo of the reflector, 

Within the angle 5>0 > ^2 'f^^ ^'^ upper vertic 

I" -^ a (/j — /j) = al^ (tan a>j — tan a)^ cos 

within the angle (o^ ><j) >(o^ from the upper vertical^ 

/'" = a {F— /j) = al^ (sin ^ - tan ce;^ cos 0) 

and for ^j > ^ > 0, 

/"" = a (/' - n = 0; 
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hence, the light intensity of the illuminant, consisting of vertical 
radiator and ring-shaped mirror reflector, for 

0< <f>< (Oj^ is 

/=/oSin0; (24) 

for (o^< <f>< a;, is 

/- /'+ /'"= /o { (1 + o) sin ^ - o tan w, cos (f>) ] ; (25 
for (o^< <l>< -is 

/ - /'+ F^ /o {sin <l> + a (tan a>j- tan oj^) cos (f>\; (26) 

for -< 0< 7r-^2 ^ 

I ^^ I/= I^ (sin <^ - tan ft^j cos <f>), (27) 

and for > ;r - o), is 

7 = 0. 
1 fj 
For tt;j= 60° = ^, a^j-SS'*^ -rr-, and albedo a= 0.7, the in- 

tensity distribution is plotted m Fig. 88 and recorded in 
Table V. 



Fia. 88. 

Substituting the numerical values in the foregoing, we have: 

(24) / = /o sin <f>, 

(25) 7 = /o (1.7 sin (f> - 1.21 cos ^), 

(26) / = /o (sin <l> + 6.79 cos ^), 

(27) 7 = /o (sin <f> - 11.43 cos ^). 

98. As it is diflScult to produce and maintain completely 
regular reflection, usually some irregular reflection is supeiini- 
posed upon the regular reflection. 

For the irregular reflection, the reflector is a horizontal plane 
radiator. 
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The light flux reflected by a plane circular reflector subtending 
angles (o^ to w^, by (6), is 

*,= ;r/,a'(a>3-ee>,), (28) 

where a' is the albedo of irregular reflection. 

This light flux gives in the lower hemisphere the maximum 
intensity for ^ = as 

V = /o«' K - ^i), (29) 

and thus the intensity of the irregularly reflected light in the 
direction ^ is 

/j = V cos <f> 

= I^a^ (a>j - (o^) cos <f>, (30) 

and this intensity thus adds to that given by equations (24) to 
(27) in the preceding. 

If some light is obstructed by the shadow of the lower elec- 
trode, then the light intensity of the main radiator, /', in the 

lower hemisphere within the angle <f>i<(f> <::> is reduced to 

r-7,(8in0-pcos<^), (31) 

T 

and becomes zero for j> < ^j, where tan ^^ = y as discussed 

under heading II, class (2), equations (21), (22), where r^ is the 
radius of the lower electrode. 

Thus, with a linear radiator of length I, a diameter of the 
lower electrode of 2 r^, a ring-shaped mirror reflector subtending, 
from the base of the arc, the angles (o^ and co^, and of the albedo 
of regular reflection a and the albedo of irregular reflection a', 
the light intensity distribution within the angle < ^ < ^^ is 

/ = /^ (ft>j- (0^) cos <f>; (32) 

within ^i< <f> < (o^ia 

I ^I, (sin <f>+^af ((o, - CO,) - ^] cos <^; (33) 

within <o,< ^ < (o^is 

I - /,^|(1 + a) sin ^+ a' (a;, - <o,) — atancD^ - 7 cos^l; 
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within ^j < ^ < 5 is 

/»/Jsm^+ja(tan<«*,— tanw,) + o' (w,-w,)- y j coe ^[; 



(35) 



n 



within -< ^ < TT - 01, is 

I ^ I^ (sin ^ - tan a;, coe ^), (36) 

and within tt — a>, <^<;ris 

7-0. 



Fig. 89. 

The distribution curve of such an illuminant is plotted in 
Fig. 89 and recorded in Table V for the values 

o;^- 60deg. = ^; o^, = 85 deg. =-g^; 

a=0.60; o'= 0.10, and^=l. 

Substituting the numerical values in the foregoing equations 
this gives ^. = 27 deg. 

(32) 7 - 0.044 7o cos ^, 

(33) 7 = 7, (sin </> - 0.456 coe ^), 

(34) 7 = /o (1.6 sin ^ - 1.495 cos ^), 

(35) 7 = 7,^ (sin ^ + 5.364 cos ^), 

(36) 7 = 7, (sin <f> - 11.43 cos ^). 



Fig. 90. 
As comparison is given in Fig. 90 the distribution curve of 
the magnetite arc, which is designed of the type of Fig. 89 
for the purpose of giving more nearly uniform illumination in 
street lighting. 



Digitized by VjOOQIC 



LIGHT FLUX AND DISTRIBUTION. 221 

IV. DIFFRACTION, DIFFUSION, AND REFRACTION. 

99. Many radiators are of too high a brilliancy to pennit 
their use directly in the field of vision when reasonably good 
illumination is desired. A reduction of the brilliancy of the 
illuminant by increasing the size of the virtual radiator thus 
becomes necessary. This is accomplished by sunx)imding the 
radiator by a diffracting, diffusing, or prismatically refracting 
envelope. 

Diffraction is given by a frosted glass envelope, as a sand 
blasted or etched globe; diffusion by an opal or milk-glass 
globe. The nature of both phenomena is different to a consider- 
able extent, and a frosted ^obe and an opal globe thus are not 
equivalent in their action on the distribution of the light flux. 
This may be illustrated by Fig. 91. 

Let, in Fig. 91, Ik, R represent the light-giving radiator, 
for simplicity assumed as a point, and G represent a diffracting 
sheet, as a plate of ground glass. A beam of Ught, C, issuing 
from the radiator R is, in traversing the diffracting sheet G, 
scattered over an angle, that is, issues as a bundle of beams D, 
of approximately equal intensity in the middle and fading at 
the edges. The direction of the scattered beam of light D, that 
is, its center line, is the same as the direction of the impinging 
beam C, irrespective of the angle made by the diffracting sheet 
with the direction of the beam. 

Different is the effect of diffusion, as by a sheet of opal glass, 
shown as (t in Fig. 91, IB. Here the main beam of light 
passes through, as C, without scattering or change of direction, 
but with very greatly reduced intensity; usually also with a 
change of color to dull red, due to the greater transparency of 
opal glass for long waves. Most of the light, however, is irregu- 
lariy reflected in the opal glass, and the point or area at which 
the beam C strikes the sheet G becomes a secondary radiator 
and radiates the light with a distribution curve corresponding 
to the shape of G, that is, with a maximum intensity at right 
angles to the plane of G, as illustrated in Fig. 91, 1 B. 

A point P thus receives from a radiator R, enclosed by adiffract- 
ing globe G, a pencil of light, as shown in Fig. 91, 2 A, and from 
the point P the radiator appears as a ball of light, shown densely 
shaded in 3 A, surrounded by a narrow zone of half light, 
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shown lightly shaded, and in the interior of a non-luminous or 
faintly luminous envelope. 

If the radiator R is enclosed by a diffusing globe, Fig. 91, B2, 
the point P receives light from all points of the envelope G as 






Fig. 91. 



secondary radiator, and a ray of direct light from the radiator R, 
From the point P the entire globe G thus appears luminous, and 
through it shows faintly the radiating point ft, as sketched in 
3B. 
An incandescent-lamp filament in an opal globe thus is clearly 
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but faintly visible, surrounded by a brightly luminous globe, 
while an incandescent filament in a frosted globe appears as a 
ball of light surrounded by a non-luminous or faintly luminous 
globe, but the outline of the filament is not visible * 

100. The distribution of light flux thus essentially depends 
on the shape of the diffusing envelope, but does not much depend 
on the shape of the diffracting envelope; that is, a diffracting 
envelope leaves the distribution curve of the radiator essentially 
unchanged, and merely smooths it out by averaging the light flux 
over a narrow range of angles, while a diffusing envelope entirely 
changes the distribution curve by substituting the diffusing globe 
as secondary radiator, and leaves only for a small part of the light 
— that of the direct beam C — the intensity distribution of the 
primary radiator unchanged. 

Thus, for a straight vertical cylindrical envelope surrounding 
a radiator giving the distribution curve shown in Fig. 92, curve I, 



Fig. 92. 

the distribution curve is changed by diffraction (frosted en- 
velope), to that shown in Fig. 92, curve II, but changed to that 
shown by Fig. 92, curve III, by diffusion (opal envelope). The 
latter consists of a curve due to the transmitted Ught and of the 
same shape as I, and a curve due to the diffused light, or light 
coming from the envelope as secondary radiator. The latter is 
the distribution curve of a vertical cylindrical radiator, as dis- 
cussed under heading I, class (5). 
The shape of a diffusing envelope thus is of essential importance 

* S^e photographic illustration on front page. 
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for the distribution of the li^t intensity, while the shape of the 
dififracting envelope is of less importance. 



TABLE VI. 



*. 


ClMffflobe. 


Frosted globe. 


Opal globe. 



10 
20 

25 
30 
35 

40 
45 
50 

55 
00 
07 

70 
75 
80 

85 
90 
95 

100 
110 
120 

130 
140 
150 
160 


5 
5 


7 

9 

15 

34 

49.0 

50.0 

49.0 
47.5 
43 

37 
29 
20 

15 

13.5 

13 

12.5 

12 

11 

9 
6 












8 

12 
18 
20 

35 
43 
47.5 

48 
40 
42 

37 
32 
20 

21 
17 
14 

13 
12 
11 

9 
7 
2 



11 


17 


25 


32 


34.5 


35 


34 


32 


30.5 
29.5 
27 

24 
20 
15 
10 



It is obvious that frosted glass does not perfectly represent 
diffraction, but some diffusion occurs, especially if the frosting 
is due to etching, less if due to sand-blasting. Opal glass also 
does not give perfect diffusion, but, in the secondary radiation 
issuing from it, the direction of the horizontal or impinging beam 
sUghtly preponderates. 

101. Regular or prismatic refraction also affords a means of 
decreasing the brilliancy by increasing the size of the virtual 
illuminant, and at the same time permits the control of the 
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intensity distribution. It probably is the most eflScie] 
as involving the least percentage of loss of light flux by 
tion. 

For instance, by surrounding the radiator iJ by a cyl 
lens, as shown diagrammatically in Fig. 93, the rays of U{ 
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Fig. 93. 



be directed into the horizontal (or any other desired) di 

and the entire lens then appears luminous, as virtual rac 

Usually in this case, instead of a complete lens, Individ 

tions thereof are used, as prisms, as shown in Fig. 94, i 




Fig. 94. 



method of light control thus called "prismatic refracti^ 
where the light does not pass through, but is reflected anc 
back from the back of the prism, "prismatic reflection." 
Such prismatically reflecting or refracting envelopes am 
have found an extensive use. 
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LECTURE XI. 

LIGHT INTENSITY AND ILLUMINATION. 

A. INTENSITY CURVES FOR UNIFORM 
ILLUMINATION. 

102. The distribution of the light flux in space, and thus the 
illumination, depends on the location of the light sources, and on 
their distribution curves. The character of the required illumi- 
nation depends on the purpose for which it is used : a general 
illumination of low and approximately uniform intensity forstreet 
lighting; a general illumination of uniform high intensity in 
meeting rooms, etc.; a local illumination of fairly high intensity 
at the reading-table, work bench, etc. ; or combinations thereof, 
as, in domestic lighting, a general illumination of moderate inten- 
sity, combined with a local illumination of high intensity. Even 
the local illumination, however, within the illuminated area 
usually should be as uniform as possible, and the study of the 
requirements for producing uniformity of illumination either 
throughout or over a limited area thus is one of the main prob- 
lems of illuminating engineering. 

The total intensity of illumination, i, at any point in space is 
proportional to the light intensity, /, of the beam reaching this 
point, and inversely proportional to the square of the distance 
I of the point from the effective center of the light source: 

»=Ji- (1) 

If the beam of light makes the angle <{> with the vertical 
direction, the illumination, i, is thus in the direction ^, the 
horizontal illumination, that is, the illumination of a horizontal 
plane (as the surface of a table), is 

t* = I cos ^ = — p— > (2) 

220 
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and the vertical illumination, that is, the illumination of 
plane (as the sides of a room), is 

I sin<f> 



i„ = i sin ^ = 



I' 



If, then, in Fig. 95, L is a light source at a distance 
a horizontal plane P, then, for a point A at the horiz 




Fig. 95. 

tance l^ from the lamp, L (that is, the distance l^ from 
B of the plane P, vertically below the lamp L), we hav 

tan^ = r^, 

and the distance of the point A from the light is 

AL= ^"^ ' 



cos 

hence, the total illumination at point A is 

/ cos* d> . 






the horizontal illumination is 



/ cos' (f> 

and the vertical illumination is 

/ cos' (f> sin <f> 



^v = 



L 



where / is the intensity of the light source in tl 
tion 4>. 
Inversely, to produce a uniform total illumination, 
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horizontal plane P, the intensity of the light source must vaiy 
with the angle </> according to the equation (6) : 

/ = -^; (9) 

or, if we denote by /^ the vertical, or downward, intensity of 
the light source, 

/o = ioiv'; (10) 

hence, 

/ = -^ (11) 

cos' 9 

gives the intensity distribution of the light source required to 
produce imiform total illumination i^ on a horizontal plane be- 
neath the light. 
In the same manner follows from (7) and (8) : 
To produce uniform horizontal illumination if^^ on a plane P 
beneath the light source L, the intensity curve of the light source 
is given by 

7=-^, (12) 

cos 

and, to produce unifonn vertical illumination t,^ of objects in 
the plane P beneath the light source L, 

/= ,i\ ^ - (13) 

cos' sm 9 

Where the objects in the plane P which are to be illuminated 
may have different shapes — as on a dining-table, work bench, 
etc., uniformity of the total illumination, i, is desirable; where 
all the objects which shall be illuminated are horizontal— as 
the surface of a drafting-board — constancy of the horizontal 
illumination ^f^ is desirable, while where vertical objects are to be 
illuminated — as, for instance, to read labels on bottles— con- 
stancy of the vertical illumination i^ is desirable. 

By "horizontal illumination" 4 is here understood the illumi- 
nation of a horizontal plane, which is due to the vertical compo- 
nent of the total light flux, while the "vertical illumination" 
i, is the illiunination of a vertical plane, due to the horizontal 
component of the light flux. 
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In Fig. 96, the intensity curves of the light source re< 
to give uniform total illumination i^ (11) in a horizontal 
are plotted as curves I, II and III; the intensity distril 
for uniform horizontal illumination 4^ (12) is plotted as 
IV, and the intensity distribution for uniform vertical illi 
tion ip^ (13) in the horizontal plane beneath the light i 
is plotted as curve V. For convenience, curves IV and 
shown in the upper half of the diagram. The numerical 
for Z^ = 1 are recorded in Table I. With increasing ar 
the required intensity increases very rapidly, and, as is ol: 
becomes infinite for ^ = 90 deg. 

TABLE I.— (Figs. 95 and 96.) 
UNIFORM DISTRIBUTION ILLUMINATION CURVES. 







Total. 


Horizontal. 


Verti( 


degrees. 


008^. 


1 
cos»^ 


1 

C08»^ 


1 
sin ^ CO 





1 


1 


1 


00 


5 


996 


1.01 


1.015 


11. ( 


10 


985 


1.03 


1.045 


5.! 


15 


966 


1.07 


1.11 


4.; 


20 


940 


1.13 


1.20 


3.; 


25 


906 


1.22 


1.35 


2.1 


30 


866 


1.33 


1.54 


2. 


35 


819 


1.49 


1.82 


2. 


40 


766 


1.70 


2.22 


2. 


45 


707 


2.00 


2.83 


2. 


50 


643 


2.43 


3.73 


3. 


55 


574 


3.03 


5.27 


3. 


50 


500 


4.00 


8.00 


4. 


65 


423 


5.59 


13.20 


6. 


70 


342 


8.35 


24.4 


8. 


75 


259 


15.10 


58.3 


15. 


80 


174 


33.00 


190.0 


32. 


85 


087 


132.00 


152.0 


133. 


90 





00 


00 


00 













103. Therefore, in the problem, as it is usually met, ( 
ducing uniform intensity % over a Umited area, subtendinj 
2 cj beneath the light source, the intensity of the Hght 
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Fio. 96. 







Fio. 97. 
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should follow (11) for < ^ < a;. Beyond <l> = (o, the intei 
may rapidly decrease to zero — as would be most economic 
no light is required beyond the area subtended by angle 
This, for instance, is the case with the concentrated lighting 
table, etc. However, the intensity beyond <f> ^ cd may foll( 
different curve, to satisfy some other requirements, for iusti 
to produce imiform illumination in a vertical plane. Thi 
domestic lighting, for the general uniform illumination of a i 
by a single illuminant, the intensity curve would follow equ2 
(11) up to the angle (o — if 2 a> is the angle subtended by the 
of the room from the light source — and f or ^ > a; the intei 
curve would follow the equation, 

BUT <l> 

which gives uniform illumination in the vertical plane, that ; 
the walls of the room. 

In Fig. 98 are shown intensity curves of a light source gi 
uniform illumination in the horizontal plane beneath the h 
from to a>, and the same uniform illumination in the vei 
plane from ^ = 6> to ^ = 90 deg., as diagrammatically shov 
Fig. 97; that is, uniform illumination of the floor of a i 
and (approximately) its walls, by a lamp located in the C( 
of the ceiUng, where cd is the (average) angle between 
vertical and the direction from the lamp to the edge of 
floor: 

I for ^ = 30 deg.; or diameter of floor -^ height of wall 

2 
2 tan 30 deg. = —==1.15. 

v3 

II for a; = 45 deg.; or diameter of floor -^ height of wal 
2 tan 45 deg. = 2. 

ni for a> = 60 deg.; or diameter of floor -^ height of wal 
2 tan 60 deg. = 2 V3 = 3.46. 

IV for oj = 75 deg.; or diameter of floor -^ height of wal 
2 tan 75 deg. = 7.46. 

These curves are drawn for the same total flux of light ii 
lower heinisphere,-namely, 250 mean hemispherical candle pc 
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or, 1570 lumens. The vertical or downward intensities /, are 
in this case: 

I: a; = 30deg.; I^ = 428 cp. 

II : w = 45 deg. ; /^ = 195 cp. 

Ill: oj = 60 deg.; I^ = 95 cp. 

IV: (o -75 deg.; I^ =41.5cp. 

The values are recorded in Table II, in column I, for equal 
downward candle power /^, and in column a, for equal light flux, 
corresponding to 1 mean hemispherical candle power. 

TABLE II. - (Figs. 97 to 99.) INTENSITY CURVES. 

Uniform illumination from vertical ^ — to ^ » • degrees from yerti- 
cal, and 

(a) Uniform illumination (on vertical plane) from ^ « «» to horixontal 
^ - 90 de^. 

(jb) No illumination beyond ^ — «#. 

/q for unity illumination at ^ »- 0. 

a and b for mean hemispherical candle power 1, or 2 r limiens. 



*. 


« 


-30des. 


m 


- 45des. 


«- 60des. 


«- 75d«. 


V 


a. 


b. 


h- 


a. 


h. 


V 


a. 


b. 


V 


a. 


6. 




5 

10 


1.00 
1.01 
1.03 


1.71 
1.72 
1.76 


3.73 
3.76 
3.83 


1.00 
1.01 
1.03 


0.78 
0.79 
0.80 


1.57 
1.58 
1.62 


1.00 
1.01 
1.03 


0.38 

0.385 

0.39 


0.67 
0.67 
0.685 


1.00 
1.01 
1.03 


0.166 
0.168 
0.172 


0.222 
0.224 
0.239 


15 
20 
25 


1.07 
1.13 
1.17 


1.83 
1.93 
2.00 


3.98 
4.20 
4.35 


1.07 
1.13 
1.22 


0.83 
0.88 
0.96 


1.68 
1.77 
1.99 


1.07 
1.13 
1.22 


0.41 
0.43 
0.466 


0.71 
0.75 
0.81 


1.07 
1.13 
1.22 


0.178 
0.188 
0.203 


0.237 
0.251 
0.271 


30 
35 
40 


1.20 
1.01 
0.81 


2.05 
1.73 
1.38 


4.47 
3.67 
2.24 


1.33 
1.49 
1.70 


1.03 
1.16 
1.32 


2.08 
2.33 
2.66 


1.33 
1.49 
1.70 


0.51 
0.57 
0.65 


0.89 
0.99 
1.13 


1.33 
1.49 
1.70 


0.221 
0.248 
0.283 


0.295 
0.331 
0.377 


45 
60 
55 


0.67 
0.57 
0.50 


1.14 
0.98 
0.85 


0.67 



1.80 
1.70 
1.49 


1.40 
1.32 
1.16 


2.85 
2.50 
1.10 


2.00 
2.43 
3.03 


0.76 
0.93 
1.16 


1.34 
1.62 
2.02 


2.00 
2.43 
3.03 


0.333 
0.405 
0.604 


0.445 
0.540 
0.672 


60 
65 
70 


0.44 
0.41 
0.38 


0.75 
0.70 
0.65 




1.33 
1.22 
1.13 


1.03 
0.95 
0.88 


0.31 



3.60 
3.51 
3.39 


1.37 
1.34 
1.29 


2.40 
2.00 
0.80 


4.00 
5.59 
8.35 


0.666 
0.930 
1.39 


0.887 
1.24 
1.86 


75 

80 
85 


0.36 
0.34 
0.34 


0.61 
0.68 
0.68 




1.07 

1.03 
1.01 


0.83 
0.80 
0.79 




3.21 
3.09 
3.03 


1.22 
1.18 
1.16 


0.20 



12.80 
12.40 
12.10 


2.13 
2.07 
2.02 


2.85 
2.11 
0.67 


90 


33 


0.57 




1.00 


0.78 




3.00 


1.14 




12.00 


2.00 


0.11 
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These curves in Fig. 98 consist of a middle branch, giving ui 
form floor illumination, and two side branches, giving unifoi 
side illumination, and are rounded ofif where the branches join 



Fig. 98. 



Fig. 99 gives the intensity curves for the same angles, a> = 2 
45, 60, and 75 deg., for uniform illumination only in the ho 



-^^^^=^+r4 


4 












y^ 






X 






^/ 


,^/\^ T^'^'^-'-JLl^s^o 


~^X^^\^ 


V 



Fig. 99. 



zontal plane beneath the lamp, but no illumination beyoi 
this; for > a>, the light flux rapidly decreases. 

The curves in Fig. 99 are also plotted for equal total light flu 
of 150 mean hemispherical candle power, or 940 lumens. T 
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curve, 0, giving (approximately) uniform illumination within an 
angle of 20 deg., or for cj = 10 deg., is added to the set ; this curve, 
however, is plotted for one-tenth the light flux of the other 
curves, 94 lumens, or 15 mean hemispherical candle power. 

The vertical or downward intensities 7,^ are in this case, for 
equal light flux of 940 lumens: 

I: cj ^ 30 deg.; I^ = 500 cp. 
II: a> = 45 deg.; ^ = 235 cp. 
Ill: (o ^60 deg.; /^ = 100 cp. 
IV: ££> - 75 deg.; 4 = 25 cp. 
0: ^ = 10 deg.; /^ = 7000 cp. 

Rg. 99 best illustrates the misleading nature of the polar dia- 
gram of light intensities. It is hard to reaUze from the appearance 
of Fig. 99 that curves I, II, III and IV represent the same li^t 
flux, and curve one-tenth the light flux, that is, little more 
than half the light flux of a 16-cp. lamp. 

Curve 0, however, illustrates that enormous ligjit intensities 
can be produced with very Uttle light flux, if the Ught flux is 
concentrated into a sufficiently narrow beam. This explains 
the enormous light intensities given by search-Ught beams: for 
ft> = 1 deg., or a concentration of the light flux into an angle of 
2 deg. — which is about the angle of divergency of the beam of a 
good search light — we would get / = 700,000 cp. in the beam, 
with 15 mean hemispherical, or 7.5 mean spherical, candle power 
light source; and a Ught source of 9000 mean spherical candle 
power — a 160-ampere 60- volt arc — would thus, when concen- 
trated into a search-light beam of 2 deg., have an intensity in the 
beam of 7^, = 210 million candle power, when allowing 75 per cent 
loss of light flux, that is, assuming that only 25 per cent of the 
light flux is concentrated in the beam. 

The numerical values of Fig. 99 are given as 6 in Table II, for 
equal light flux corresponding to 1 mean spherical candle power. 

B. STREET ILLUMINATION BY ARCS. 

104. To produce uniform illumination in a plane beneath 
the illuminant, a certain intensity distribution curve is required, 
as discussed in A ; for other problems of illumination, correspond- 
ingly different intensity curves would be needed to give the 
desired illumination. 
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It is not feasible to produce economically any desired distribu- 
tion curve of a given illuminant. Therefore, the problem of 
illuminating engineering is to determine, from the purpose for 
which the illumination is used, the required distribution of illu- 
mination, and herefrom derive the intensity curve of the illumi- 
nant which would give this illumination. Then from the existing 
industrial illuminants, or rather from those which are available 
for the particular purpose, that is selected whose intensity dis- 
tribution curve approaches nearest to the requirements, and 
from the actual intensity curve of this illuminant the illumination 
which it would give is calculated, so as to determine how near it 
fulfils the requirements. 

The intensity curve of the iUuminant, required to give the 
desired illumination, depends on the location of the illuminant 
and the number of illuminants used. Thus if, with a chosen 
location and number of Ught sources, no industrial illuminant 
can be found which approaches the desired intensity curve 
sufficiently to give a fair approach to the desired illumination, 
a different location, or different number of Ught sources would 
have to be tried. Here, as in all engineering designs which 
involve a large number of independent variables, judgment 
based on experience must guide the selection. If so, practically 
always some industrially available illuminant can be found 
which sufficiently approaches the intensity curve required by 
the desired illumination. 

As example may be discussed the problem of street lighting. 

This problem is: with a minimum expenditure of light flux — 
that is, at minimum cost — to produce over the entire street a 
sufficient illumination. This illumination may be fairly low, 
and must be low, for economic reasons, where many miles of 
streets in sparsely settled districts have to be illuminated. 
This requires as nearly uniform illumination as possible, since 
the minimum illumination must be suflBcient to see by, and any 
excess above this represents not only a waste of light flux, but, 
if the excess is great, it reduces the effectiveness of the illumina- 
tion at the places, where the intensity is lower, by the glare of 
the spots of high illumination. 

Uniformity of street illumination thus is of special importance 
where the illumination must for economic reasons be low; while 
in the centers of large cities, or in densely populated districts, 
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as European cities^ the relatively small mileage of streets per 

thousand inhabitants economically permits the use of far greater 

light fluxes, and then uniformity, while still desirable, becomes 

less essential. 

TABLE III —(Figs 100 and 101.) 



< 
4. 


Intensity: 100 m. sph. cp. 


Illumination: 200 m. spb. cp.; /« - 20. 


a. 


6. 


c. 


Distance. 
fv 


a. 


b. 


c. 


D. C. 

enclosed 

carbon 

arc. 

Clear inner 

globe. 

/. 


D. C. 
enclosed 

carbon 

arc. 

opal inner 

globe. 

/. 


MB«n^ite 

arc. 

Clear 

globe. 

/. 


D. C. 

enclosed 

carbon 

arc. 

Clear inner 

globe. 


D. C. 

enclosed 

carbon 

arc. 

Opal Inner 

globe. 

€. 


Magnetite 

arc 

Clear 

globe. 

i. 




10 

20 

30 
40 
45 

50 
60 
70 

75 

80 

85 

90 
100 
110 

120 
130 
140 
150 


30 
42 
92 

182 
247 
270 

257 
210 
147 

122 
97 
75 

65 
57 
57 

60 

35 

3 


45 
50 
70 

107 
150 


59 
63 
69 

79 
102 




2 
0.4 

0.6 
0.8 
1.0 

1.2 
1.4 
1.6 

1.8 
2.0 
2.5 

3.0 
3.5 
4.0 

5.0 
6.0 
7.0 
8.0 
9.0 
10.0 

15.0 
20.0 
25.0 


15 
22 
46 

73 
73 
67 

53 
39 
30.5 

24.5 
19.0 
11.5 

7.0 
5.0 
3.5 

2.0 
1.2 
1.0 
0.8 
0.5 
0.4 

0.2 
0.1 
0.1 


22.5 
24.5 
33.0 

42.5 
44.5 
40.5 

35.5 
30.5 
25.5 

21.5 
18.0 
13.0 

9.5 
7.0 
5.5 

3.2 
2.0 
1.4 
1.0 
0.8 
0.6 

0.3 
1 
0.1 


29.5Xir» 

30.5 

31.0 

31.0 
30.5 
29.5 

28.0 
26.0 
23.5 

21.5 
19.0 
15.0 

12.0 
9.5 
7.5 

4.8 
3.4 
2.5 
2.0 
1.7 
1.1 

0.5 
0.3 
0.2 


171 
181 
182 

181 
160 
118 

89 
82 

77 

68 
62 
56 
17 


136 
177 
226 

243 
250 
249 

197 
47 
16 





















































The arc, as the most economical illuminant, is mostly used 
for street lighting. Fig. 100 gives the average intensity carves 
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Herefrom then follows, by equations (6) and (4), the (total) 
mtensity, t, in a horizontal plane beneath the lamp, at the 
horizontal distance k from the lamp, where ^ is thehei^t 
of the lamp above this plane (the street). 

L 

These values of illumination, t, are plotted, with x = j- as ab- 

scissas, in Fig. 101 and recorded in Table HI for Z, = 20, and 
lamps of 200 mean spherical candle power. 

105. With lamps placed at equal distances Zj^, and equal 



KH 




Fig. 102. 

heights l^f as shown diagramraatically in Fig. 102, the illumina- 
tion of any point A of the street surface is due to the light flux 
of a number of lamps, and not only to the two lamps 1 and 2, 
between which the point A is situated. As, however, the illumi- 
nation rapidly decreases with the distance from the lamp, it is 
sufficient to consider only the four lamps nearest to the point A. 
The iUummation of a point A of the street surface, at a horizon- 
tal distance Ik from a lamp, 1, then is: 

i = ij + i, + i, + t4, (15) 

where t\, t„ t„ 2*4 are the illumination due to the lamps 1, 2, 3, 4, 
respectively. 



Let 



h 



f-p and ^^ = x; 



(16) 



then the directions under which point A receives light are given 
by: 

tan <f>^ = X, 

tan <f>2 = p - X, 

tan 05 = p + X, 

tan 04 = 2 p - X, 



(17) 
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h = 



l^^ cos' <f>i 

^ k' COS* <^; 

^ i,* cos' ^,' 

* ip' COS* ^4' , 

where /„ /„ /„ 74 are the intensities of the light source 
respective directions ^j, <f>2, 4>v ^4« 



(18) 



in the 



Figs. 103, 104. 

Herefrom are calculated the illumination, i, plotted in Figs. 103 
and 104 and recorded in Table IV for l^ = 20 ft.; p = 5, hence 
l^ = 1(X) ft., Fig. 103, and p = 10, hence h^ = 200 ft., Fig. 104, 
for equal light flux of 200 mean spherical candle power per lamp. 

As seen, with the same light flux per lamp, the distribution 
curve III of Fig. 100 gives the highest and the curve I the lowest 
intensity at the minimum point midways between the lamps, 
while inversely I gives the highest and III the lowest intensity 
near the lamp; that is, I, the carbon arc with clear inner globe, 
^ves the least uniform, and III, the luminous arc, the most uni- 
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form, illumination, while the carbon arc with opal inner ^obe, 
II, stands intermediate. 

TABLE IV. — (Figs. 101 to 10(5.) STREET ILLUMINATION. 

i - ii + t, + i, + iV 
tan^-x ^ _lh tan4, -p + x ^j^ 



tan ^ — p — X Iv 



tan 4^ = 2 p — X 



P' 



Iv' 



X. 


Equal light flux per lamp. 


Ek]ual illumination at minimum. 


p- 10. 


p- 5. 


p- 10. 


p-5. 


a. 


6. 


c. 


a. 


b. 


c. 


a. 


b. 


c. 


a. 


b. 


c. 




0.2 

0.4 

0.6 
0.8 
1.0 

1.2 
1.4 
1.6 

1.8 
2.0 
2.5 

3.0 
3.6 
4.0 
5.0 


15.8 
22.8 
46.8 

74 
74 
68 

54 
40 
32 

26 
20 
12.7 

8.2 
6.3 
4.0 
4.2 


23.7 
25.7 
34.7 

44 

46 
42 

37 
32 
27 

23 

19.5 

14.6 

11.3 
9 
8 
6.7 


31.7 
32.7 
33.5 

33.5 

33 

32 

30.5 

29 

26.5 

24.5 

22 

18 

15 
13 

11.5 
10.2 


20 
27 
51 

78 
78 
72.5 

59 
45 
37 

32 
29 
25 


29 
31 
40 

50 
52 

48 

43 

38.5 

35 

32.5 

30 

29 


41.5 
42.5 
43 

43 
43 
42.5 

41.5 
40.5 
39 

37.5 

36 

34.5 


38 

54 

111 

176 
176 
162 

128 
95 
76 

62 

48 
30 

20 
15 
12 
10 


35 
38 
52 

66 
69 
63 

55 
48 
40 

34 
29 
22 

17 

13.5 
12 
10 


31 
32 
32.7 

32.7 
32.3 
31.4 

30 

28.4 
26 

24 
22 
18 

15 
13 
11 
10 


8 
11 
20 

31 
31 
29 

24 
18 
15 

13 

11.6 

10 


10 
11 
14 

17 
18 
17 

15 
13 
12 

11 

10.4 

10 


12.1-» 

12.3 

12.5 

12.5 
12.5 
12.3 

12.1 
11.8 
11.3 

11 

10.5 

10 


















































Ratio of minimum intensities. 


Ratio of total light fluxes. 




1 


1.60 


2.43 


1 


1.16 


1.38 


5.95 
2.43 


3.75 
1.53 


2.45 
1.00 


4.0< 
1.3« 


) 3.45 
I 1.19 


2.90 
1.00 




Ratio of maximum to min. ilium. 


17.6 


6.9 


3.3 


3.1 


1.8 


1.25 



The ratio of maximum to minimum illumination is: 

P 
I. Carbon arc with clear globe: 

II. Carbon arc with opal globe: 

III. Luminous, or magnetite, arc: 



= 10 


p = 5 


17.6 


3.1 


6.9 


1.8 


3.3 


1.25 
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As seen, lower values of p, that is, either shorter distances 
between the lamps, or greater elevation of the lamps above the 
street surface, give a more uniform illumination, so that, for 
p = 5, III gives only 25 per cent intensity variation, while, for 
p = 10, I gives a very unsatisfactory illmnination, alternating 
darkness and blinding glare. 




Figs. 105, 106. 

In Figs. 105 and 106 are plotted, and recorded in Table III, the 
illuminations for equal minimum intensity midways between the 
lamps, and for equal distances l^^ = 200 ft., between the lamps, 
for 

p - 5, or Z|, = 40 ft. height above the street level. Fig. 105. 

p - 10, or Ip = 20 ft. height above the street level. Fig. 106. 

To produce this minimum intensity of 0.1 candle feet, with 
200 feet distance between the lamps, would require the following 
mean spherical candle powers: 



p = 10, orZ„=20ft.; p=5, orZ^' 
I. Carbon arc with clear globe: 1190 800 

n. Carbon arc with opal globe: 750 690 

III. Magnetite arc: 490 580 



"40 ft. 



Digitized by VjOOQIC 



242 RADIATION, LIGHT, AND ILLUMINATION, 

It is interesting to note the great difference in the light flux, 
required to produce the same minimum illumination, for the 
three distribution curves. 

The carbon arc gains in efficiency and in uniformity of illumi- 
nation by increasing the elevation from 20 to 40 ft., while the 
magnetite arc loses in efficiency — due to the greater distance 
from the illuminated surfaces — but makes up for this by the 
gain in uniformity of illumination. 

0. ROOM ILLUMINATION BY INCANDESCENT 

LAMPS. 

106. Let Fig. 107 represent the intensity distribution of an 
incandescent lamp with reflector, suitably designed for approxi- 
mately uniform illumination in a horizontal plane below the 
lamp. Such a distribution curve can, for instance, be produced 



Fig. 107. 

by a spiral filament F (Fig. 108) located eccentric in a spher- 
ical globe G, of which the upper part is clear glass and covered 
by a closely attached mirror reflector R, while the lower part 
is frosted, as shown diagrammatically in Fig. 105. 

With this arrangement, half of the light flux issues directly, 
with approximately uniform intensity in the lower hemisphere, 
from <^ = to <^ = ^1, and with gradually decreasing intensity 
from ^ = ^1 to at ^ « 4>y The other half of the light flux is 
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reflected from the mirro] 
filament, the reflected i 
45deg. from the vertical 
the intensity maximimi 
at ^ = 30 deg. The 
intrinsic brilliancy is 
sufficiently red uced , 
and the distribution 
curve smoothed out, 
by the frosting of the 
globe as far as not cov- 
ered by the reflector. 
The Ught in the upper 
hemisphere beyond 
<!> ^ <f>2 then is only 
that reflected by the 
frosting. 

The numerical val- 
ues of intensity of Fig. 
107 are recorded in 
Table V. 

The mean spherical 
candle power of the 
lamp is 12.93, or 163 
lumens; the mean can- 
dle power in the lower 
hemisphere is 20.20, or 
127 lumens, and the n 
sphere is 5.66, or 36 lun 

Table V gives the dist 
plane beneath and ab 
distances Ih and the ve 
and the horizontal illun 
in A. These are plotte 
in the lower, for the up 

Assuming now that a 
is to be illuminated by 
the ceiling in such a m 
uniform illumination in i 
of table, etc.). 
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TABLE V 


. — (Figi. 107 to 109.) 






*' 


/. 


(4 
tan 4. 


/ 


/ 
coe>4 


-t 


/ 


<*- 
/ 


(tipper 
bciniiphere). 


i'. 


fh- 



10 
20 

80 
40 
50 

60 
65 
70 

75 
80 
85 

90 

95 

100 

105 
110 
115 

120 
130 
140 

150 
160 
170 

180 


21.0 
22.2 
24.5 

26.8 
25.5 
22.5 

20.0 
19.0 
18.0 

17.0 
16.0 
15.0 

13.0 

11.0 

9.5 

8.0 
7.0 
5.5 

4.5 
3.0 
2.5 

2.2 
2.0 
2.0 

2.0 




0.176 

0.364 

0.577 
0.839 
1.192 

1.732 
2.144 
2.745 

8.732 
5.671 
11.43 

00 
11.43 
5.671 

3.732 
2.745 
2.144 

1.732 
1.192 
0.839 

0.577 
0.364 
0.176 




21.0 
21.5 
21.7 

19.8 

15.0 

9.3 

5.0 
3.4 
2.15 

1.13 
0.49 
0.11 



0.08 
0.29 

0.53 
0.84 
1.00 

1.12 
1.23 
1.47 

1.66 
1.77 
1.94 

2.0 


21.0 
21.3 
20.4 

17.0 

11.5 

6.0 

2.5 

1.44 

0.74 

0.29 
0.08 
0.01 



0.01 
0.08 

0.14 
0.29 
0.42 

0.56 
0.80 
1.13 

1.43 
1.66 
1.91 

2.0 




0.1 

0.2 

0.3 
0.4 
0.5 

0.6 
0.7 
0.8 

0.9 
1.0 
1.1 

1.2 
1.3 
1.4 

1.5 
1.6 
1.7 

1.8 
1.9 
2.0 

2.5 
3.0 
3.5 

4.0 
4.5 
5.0 

6.0 
7.0 
8.0 

9.0 
10.0 


21.0 

21.25 

21.55 

21.8 
21.6 
20.8 

19.4 
17.7 
15.8 

13.9 
12.2 
10.6 

9.2 
5.1 
7.2 

6.45 

5.8 

5.2 

4.7 
4.2 
3.9 

2.55 

1.8 
1.33 

1.0 
0.8 
0.67 

0.45 
0.33 
0.25 

0.20 
0.17 


21.0 
21.1 
21.3 

21.0 
20.0 
18.5 

16.5 
14.3 
12.3 

10.4 
8.6 
7.2 

6.0 
5.1 
4.2 

3.55 

3.1 

2.65 

2.25 
1.95 
1.7 

1.0 
0.6 
0.37 

0.25 
0.18 
0.13 

0.10 
0.08 
0.05 


2.0 


2.0 














1.6 


1.5 














1.35 


1.0 














1.2 


0.68 














1.08 

0.9 

0.77 

0.63 

0.5 

0.43 

0.38 

0.28 
0.20 
0.17 

0.14 
0.12 


0.48 

0.35 
0.27 
0.20 

0.13 
0.10 
0.08 

0.06 






























































1 









As the illumination in the space between the lamps is due 
to several lamps and thus is higher than that at the same horizon- 
tal distance outside of a lamp, for approximate uniformity 
of illumination, the distance between the lamps must be con- 
siderably greater than twice their distance from the side walls 
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Fio. 110. 
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of the room. Locating thus the lamps, as shown diagrammati- 
cally in Fig. 110, at 5 ft. from the side walls and 14 ft. from each 
other, the (total) illumination in the lines A, B, O, D in the 
test plane 2.5 ft. above the floor is calculated. As this plane is 
7 ft. beneath the lamps, first the illumination curve in a plane 
7 ft. beneath the lamp is derived from that in Rg. 109, by 
dividing the ordinates by 7' - 49, and multiplying the abscissas 
by 7. It is given in Rg. 111. 
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Fig. 111. 

The illumination, i, at any point, P, then is derived by adding 
the illumination i«, 4, i^, id of the four lamps a, 6, c, d, taken 
from curve in Fig. Ill for the horizontal distances of point P 
from the lamps: Z*^, Z*^, l^^ lf^^. These component illuminations 
are plotted in Figs. 112 to 115; as A«, A^, Acj A^'m Fig. 112; as 
B^, Bt in Fig. 113, etc., and their numerical values, in thousandths 
of candle feet, recorded in Table VI. In Fig. 116 are shown 
the four curves of the resultant direct illumination, superim- 
posed upon each other. 

107. To this direct illumination is to be added the dififused 
illumination G resulting from reflection by ceiling and walls. 



Let: 



ttj = 0.75 = albedo of ceiling; 



0.4 = albedo of walls 



fi 



(19) 



while the floor may be assumed as giving no appreciable reflec- 
tion: a = 0. The dififused Ught, then, may be appromnated 
as follows: 

The ceiling receives as direct Ught the light issuing in the upper 
hemisphere, or 36 lumens per lamp, thus a total of 

L^ - 4 X 36 = 144 lumens; PO) 
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X. 


1 
2 

3 

4 
5 

^ 

7 
8 

9 
10 
11 

12 
13 
14 

16 
16 
17 

18 
19 
20 

21 
22 
23 
24 


353 
406 
438 

442 
438 
429 

438 
442 
438 

406 
353 
298 

247 
200 
167 

143 
121 
104 

90 
80 
70 

61 
55 
52 
45 


Ab. 


A. 


Ba 
and 
Bd- 


B. 


Co. 


Cb, 


C. 


Da. 


Db 

and 


D, 


71 

74 
76 

78 
80 
80 

80 
78 
76 

74 
71 
67 

63 
60 
57 

54 
51 

48 

45 
41 
38 

35 
33 
31 
29 


746 
813 
852 

866 

875 
880 

903 
922 
936 

927 

898 
875 

870 


180 
200 
218 

234 
244 
247 

244 
234 
218 

200 
180 
162 

144 
129 
114 

102 
90 
81 

72 
63 
57 

52 
48 
44 
40 


690 

738 
782 

822 
852 
870 

882 
880 
866 

850 
838 
830 

825 


244 
276 
306 

332 
348 
353 

348 
332 
306 

276 
244 
209 

180 
156 
136 

118 

103 

90 

80 
72 
64 

58 
52 
47 
43 


43 
44 
44 

45 
45 
45 

45 
45 
44 

44 

43 
42 

41 
39 
37 

35 
33 
31 

30 
30 
30 

29 
29 

28 
28 


600 
645 
681 

714 
737 
746 

754 
750 
737 

723 
710 
696 

690 


245 
317 
395 

441 
440 
429 

440 
441 
395 

317 
245 
184 

144 

115 
94 

79 
66 
56 

49 
42 
36 

33 
30 
26 
23 


43 
49 
55 

62 
70 
79 

90 
101 
114 

125 
135 
143 

144 
143 
135 

125 
114 
101 

90 
79 
70 

62 
55 
49 
43 


600 
691 
785 

845 
866 
880 

919 
949 
939 

896 
859 
835 

825 



and also receives some reflected light from the walls. Thus, 
if ^j = total light flux received by the ceiling, and ^^ = total 
light flux received by the walls, the light flux received by the 
ceiling is 

*, = L, + b,a,% (21) 

where b^ is that fraction of the light flux issuing from the walls, 
which is received by the ceiling. 

And the light reflected from the ceiling thus is: 

*/= <^i*i = «i (^1 + &2«a*2)- (22) 

.The walls receive as direct light the light issuing from the 
lami^ in, the lower hemisphere, between the horizontal, ^ « 90 
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deg., and the direction, <f> ^ w (Fig. 110), from the lamp to the 
lower edge of the walls. This angle (o varies, and averages 
30 deg. for that half of the circumference, PQR (Fig. 110), at 
which the walls are nearest, and 60 deg. for that half, RSTUPj 
for which the walls are farthest, from the lamp. Hence the 
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Figs. 112, 113. 



light flux received by the walls as directed light, from each lamp, 
is 

J r^/sin*d* + J/ /sin*d* = 831umens; (23) 
or, a total of L, = 4 X 83 = 332 lumens. (24) 
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In addition hereto, the walls receive some of the light flux 
reflected by the ceiling. The total light received by the walls 
thus is: 

4^, = L, + 6a*i> (25) 

where b^ is that fraction of the light flux issuing from the ceiling, 
which is received by the walls. 
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Figs. 114, 116. 

And the light reflected from the walls thus is: 

4^/ = a^^, = a, (L, + hfi,^,). (26) 

It thus remains to calculate the numerical values of \ and h^ 

Of the light reflected by the ceiling as secondary genemtor, 

*/, a part is obstructed by the floor, a part received by the walls. 
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The floor is a square plane, of the same size, 24 by 24 ft., as the 
radiator, that is, the ceiling, and at the distance 10. The li^t 
intercepted by the floor can thus approximately be calculated 
as discussed in Lecture X, II, 1, Fig. 82, for circular radiator 
and circular shades, by replacing the quadratic shade and radia- 
tor by circular shades of the same area, r*;r = 24', and r = 

I 
13.5, at the same distance I = 10, hence of the ratio: - = 0.74. 

r 

Calculated as discussed in Lecture X, II, 1, the floor recdves 
55 per cent and the walls 45 per cent of the light reflected by the 
ceiling. 

Assuming, approximately, that the walls receive the same 
percentage of the light reflected from the ceiling, as the ceiling 
receives of the light reflected from the walls, or 

&, = K (27) 
equations (21) and (25) become: 

^, = L,+ b,a,^,, (28) 

*, = L,+ 6^*,; (29) 



hence. 



*. 



^. 



1+ Wa^ 



(30) 



1 + Wa^ 
and the light reflected from the ceUing is 

the light reflected from the walls is 



*/ 



o,*. 



(30) 



'1 + Voa' 

hence, substituting the numerical values: 

$,' = 146 lumens and */= 144 lumens 

are the values of hght reflected from the ceiling and from the 
walls respectively. 

Of that from the ceiling, the floor receives (1 — h^ — 0.55, 
and of that from the walls, the floor receives 6, — 0.45; hence, 
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the diffused light on the floor plane, and thus also, suflSciently 
approximate, on the test plane 2.5 ft. above the floor, is 

= 145 lumens, 

and as this plane contains A^ = 576 sq. ft., the flux of diffused 
light per square foot in the test plane, or the diffuse iUumination, 



IS 



^ = -j^ = 0.250 foot-candle. 
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Fia. 116. 

108. Adding this diffuse illumination, shown as (?, to the 
directed illumination, gives the total illumination, t, shown 
as ^, 5, C, i) in Figs. 112 to 115, and recorded in Table VI. 

From these curves are taken the values of the distance, 
Table VII, at which the total illumination passes 0.600; 0.650; 
0.700, etc., foot-candle, and plotted in Fig. 117. The points of 
equal illumination, then, are connected by curves, and thus 
^ve what may be called equi-luminous curves, or equi-potential 
curves of illumination. 

These equi-luminous curves are plotted for every 0.05 foot- 
candle, except that the curves 0.875 and 0.925 are added in 
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dotted lines. As seen, the illumination is a minimum of 0.600 
in the comers of the room and a maximum of 0.950 at a point 
between the lamps and the center of the room, and is between 
0.800 and 0.950 everywhere except close to the edges of the 
room. 




Fig. 117 



TABLE VII.— (Fig. 117.) EQUI-POTENTIAL CURVES. 


<. 


A. 


B. 


C. 


D. 


600 
625 
650 
675 
700 
725 
750 
775 
800 
825 
850 
875 
900 
925 
950 








.55 
1.15 r(440)1 
1.80 L12.O0J 
2.57 10.70 
3.45 8.85 
5.50 7.00 
6.30 
(505) 




.28 

.56 

.82 
1.09 
1.37 
1.61 
1.88 

2.18 1(576)1 
2.50 I12.O0J 
3.10 10.35 
4.70 9.50 
5.53 8.90 
6.13 8.32 
7.20 
(700) 
















.20 

.70 
1.24 
1.88 

2.45 r (576)1 
3.08 L12.O0J 
3.88 9.00 
5.30 7.47 
6.40 
(634) 




.05 

.37 

.77 
1.21 f (620)1 
1.90 L12.O0J 
4.00 11.00 
5.90 9.90 
7.15 9.10 
8.20 
(686) 
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The direct light, which reaches the test plane, 2.5 ft. above 

the floor, as directed Ught from the lamps, issues within the angle 

from the vertical, ^ = 0, up to from ^ = 40 deg. to ^ = 70 

deg., and is 75 limiens per lamp; or, a total of directed light in 

the test plane of 4 X 75 = 300 lumens. The diffused Ught in 

the test plane is 576 X 0.25 = 144 lumens, and the total Ught 

in the test plane thus is 444 limiens; while the total Ught 

issuing from the four lamps is 4 X 163 = 652 lumens, giving an 

444 
efficiency of iUumination of — - = 0.68; or, 68 per cent: the 

652 

444 
average horizontal iUumination in the test plane m^,^^^ kta"^ 

770; while the average total iUumination, from Fig. 117, is 
about i,»= 870. The difference is due to the varjdng direction 
in which the directed Ught traverses the test plane. 

Measurement of the illumination of a room by iUuminometer, 
to give correct values, thus must take in consideration the 
different directions in which the light traverses every point; 
by measuring the Ught flux intercepted by a horizontal sur- 
face, the result represents only the horizontal iUumination, 
and not the total Ulumination at the point measured, and 
therefore frequently does not represent the Uluminating value 
of the Ught. 

D. HORIZONTAL TABLE ILLUMINATION BY INCAN- 
DESCENT LAMPS. 

109. Assuming a table, of 5 ft. by 13 ft., to be iUuminated 
so as to ^ve as nearly as possible uniform horizontal iUumina- 
tion i\. With a Ught source of the distribution curve. Fig. 107, 
but of four times the intensity, and using two such lamps, they 
would be located verticaUy above the table, at a distance from 
each other which would be chosen so that, midways between 
the lamps, the illumination is approximately the same as verti- 
caUy beneath the lamps. 

In the same manner as discussed in C, the iUumination is 
calculated in characteristic Unes, indicated as A, B, C in Fig. 
118, using, however, the curve 4 of Fig. 109. 

About the most imiform horizontal illumination then is given 
by locating the lamps 5 ft. above the table, 8 ft. from each 
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other and 2.5 ft. from the edge of the table, as shown in Fig. 118. 
The illuminations in the lines A, B, and C, and their components 
are plotted in Fig3. 119, 120, 121, and recorded in Table VII. 
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From the curves as given in Figs. 119 to 121 may then be 
plotted the equi-luminous curves at the table surface, as done 
in Fig. 117 of the preceding paragraph. In this case, which 
represents concentrated illumination, diffusion is not cons''^'"''^ 
but the light is all directed light. 









^ 












"N, 








y 


-- 










""^ 








^ 


-V 


s. 


■''> 


— ' 




• — 


N 








/" 




— 


' 


<: 


ha^ 




^ 






K 




/ 






o^ 










* 






\ 


w 


/ 






W^ 


















X 


s_ 






















/ 




\ 


s. 
















^ 


y 








S 


^ 








A6 


-^ 


















"^ 


^ 






» * 6 8 10 U 

Fia. 119. 



i.0 



8.0 



8.0 



Lt 



B 
Ba 



A 








^ 


ij 


CO 
CO 
8.0 
1.0 





A 




N 




A 








N 


/' 








\ 






^ 






8.0 

LO 








^ 










¥• 










-3ft- 
















^ 








v^ 


















































_ 













CaltB 



FiQ. 12a 



FiQ. 12L 



Digitized by VjOOQIC 



LECTURE XII. 
nXUMINATIOn AND ILLUMINATmG ENGINEERING. 

110. Artificial light is used for the purpose of seeing and 
distinguishing objects clearly and comfortably when the day- 
light fails. The problem of artificial lighting thus comprises con- 
sideration of the source of light or the illuminant; the flux of 
li^t issuing from it; the distribution of the light flux in space, 
that is, the light flux density in space and more particulariy at 
the illuminated objects; the illumination, that is, the light flux 
density reflected from the illuminated objects, and the effect 
produced thereby on the human eye. In the latter, we have left 
the field of physics and entered the realm of physiology, which is 
not as amenable to exact experimental determination, and where 
our knowledge thus is far more limited than in physical science. 
This then constitutes one of the main diflBculties of the art of 
illuminating engineering: that it embraces the field of two dif- 
ferent sciences — physics and physiology. 

The light flux entering the eye is varied in its physical quantity 
by the reaction of the eye on light flux density in contracting 
or expanding the pupil. The effect of the light flux which enters 
the eye is varied by the fatigue, which depends on intensity and 
also on color. Distinction is due to differences in the light flux 
density from the illuminated objects, that is, differences of 
illumination, which may be differences in quality, that is, in 
color, or differences in intensity, that is, in bri^tness, and as 
such includes the effect of shadows as causing differences in 
intensity at the edge of objects. 

The physical quantities with which we have to deal in illumi- 
nating en^neering thus are: 

The intensity of the light source or the illuminant, and its 
brilliancy, that is, the flux density at the surface of the 
illuminant; 

The flux of light, that is, the total visible radiation issuing 
from the illuminant; 

256 



Digitized by VjOOQIC 



ILLUMINATION AND ILLUMINATING ENGINEERING. 267 

The light flux density, that is, the distribution of the light flux 
in space, and 

The Ulumination, that is, the light flux density issuing from 
the illuminated objects. 

The irUensity of a light source is measured in candles. The unit 
of light mtensity, or the candle, is a quantity not directly related 
to the absolute system of units, but reproduced from specifica- 
tions or by comparison with maintained standards, and for 
white light is probably between 0.04 and 0.02 watt. Intensity 
has a meaning only for a point source of light; that is, an illumi- 
nant m which the flux of light issues from a point or such a smaU 
area that, at the distance considered, it can be considered as a 
pomt. "Intensity of light" thus is a physical quantity of the 
same nature as "intensity of magnet pole," which latter also 
presupposes that the total magnetic flux issues from a point, 
and thus is applicable only when dealing with such distances 
from the source of the light flux or magnetic flux, that the flux 
can be assumed as issuing from a point. Frequently the inten- 
sity of a li^t source is different in different directions, and then 
either the distribvJtion curve of the light irUensity is required for 
characterizing the illuminant, or the average of the intensities in 
all dbections in space is used, and is called the '^mean spherical 
irUensity," 

The unit of light intensity, or the candle, is the intensity 
which produces unit flux density at unit distance from the light 
source, and thus produces a total flux of light equal to 4^ 
units (the surface of the sphere at unit distance from the light 
source). The unit of light flux is called the lumen, and one 
candle of light intensity thus produces 4 n lumens of light flux 
Oust as a magnet pole of unit intensity produces 4 it lines of 
magnetic force). 

The light flux is the essential quantity which characterizes 
the usefulness of an illuminant, and it is the raw material from 
which all illuminating engineering starts. Any source of light 
can be measured in units of light flux or lumens — the diffused 
daylight entering the windows of a room, or the visible radia- 
tion of the mercury lamp or a Moore tube as well as that of a 
pomt source — by adding all the flux densities intercepted by 
any surface enclosing the source of light. 

In a point source of light, the intensity, in candles, is the total 
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flux of light, in lumens, divided by 4 it. In any illuminant 
which is not a point source, we cannot speak of an intensity, 
except at such distances at which the source of light can be 
assumed as a point; and in interior illumination this is rarely 
the case. Since, however, the candle power, as measure of the 
intensity of light, has become the most familiar quantity in 
characterizing illuminants, very commonly even sources of light 
which are not point sources — as a Moore tube or the diffused 
daylight — are expressed in ^^ equivalent candle jxywer,^^ and when 
thus speaking of the candle power of a mercury lamp, or of the 
diffused daylight from the windows, we mean the candle power 
of a point source of light, which would give the same total flux 
of light as the mercury lamp, or the daylight from the windows, 
etc. The " equivalent candle power," or frequently merely called 
*' mean spherical candle power," thus is the total light flux divided 
by 4 TT, hence in reality is not a imit of intensity, but a unit of 
light flux. 

This explains the apparent contradiction between the claims 
that sources of light, as the mercury lamp or the Moore tube, can- 
not be expressed in candle powers, while at the same time their 
specific consumptions are given in candle power per watt: mean- 
ing equivalent candle power, which refers to the total flux of 
light, and thus is a definite and measurable physical quantity. 

While it is not probable that the custom of rating illuminants 
in candles, regardless of their shape, will quickly disappear, and 
no objection exists against it, provided that it is understood to 
mean the equivalent candle power, it is preferable to use the cor- 
rect unit of light flux, and express the output of a source of light 
in lumens, adding where necessary the equivalent candle power 
in parenthesis. Obviously, the use of the candle power in any 
particular direction — horizontal, or terminal, or maximum can- 
dle power — has a meaning only in characterizing the distribution 
of the light flux, as applicable for a particular purpose, as street 
lighting, but, when used for rating the illuminant by its light flux 
output, is an intentional or unintentional deception. Incandes- 
cent lamps have been rated, and to some extent still are, in hori- 
zontal candle power, but in this case the horizontal candle power 
has ceased to mean the actual horizontal candle power, but is 
the horizontal candle power which with a certain standard dis- 
tribution of light flux would correspond to the light flux of the 
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lamp, and thus also is merely a practical measure of the light 
flux, retained by convenience: one horizontal candle power rep- 
resents 0.78 mean spherical or equivalent candle power of the 
standard distribution curve, and thus 4 ;r X 0.78 lumen. 

In general, intensity, or candle power, thus is an angvlar 
measure, useful in characterizing the distribution of the light 
flux, but not the total light flux. 

111. Light'fiux density is the light flux per unit area traversed 
by it, thus is measured in Imnens per square meter (or square 
foot), just as the magnetic density is measured in lines of mag- 
netic force per square centimeter. In illumination, as unit of 
length, usually the meter is employed, and not the centimeter, as 
in the absolute system of imits, and 10' thus is the reduction 
factor to absolute imits. Frequently also the foot is used as 
practical unit of length. 

For a point source of light the light flux density is the inten- 
sity of the light source, in candles (in the direction towards the 
point of observation, if the distribution is not uniform in all 
directions), divided by the square of the distance, in meters, 
or feet, and the Ught flux density thus is frequently expressed 
in meter-candles, or foot-candles. Thus at 10 feet distance from 
a 16 candle power lamp, the light flux density is 0.16 foot-candle, 
or 0.16 lumen per square foot. Very commonly, ' therefore, 
the light flux density produced by sources of light which are 
not points, is also expressed in meter-candles or foot-candles — 
which numerically is the same value, that is, the same quantity, 
as lumens per square meter or square foot, but physically 
would refer to the equivalent candle power of the Ught source. 

lUuininaiion is the light flux density reflected from the illu- 
minated object, and as flux density thus is measured also in 
lumens per square meter or square foot, or in meter-candles or 
foot-candles. 

Brilliancy is the light flux density at the surface of the illumi- 
nant, and as flux density thus could also be measured in lumens 
per square meter or square foot, but, as this would usually give 
enormous values, brilliancy of the light source generally is meas- 
ured in lumens per square centimeter, or per square millimeter. 
It is a quantity which is of high importance mainly in its physio- 
logical effect. 

light intensity, brilliancy and light flux thus are character- 



Digitized by VjOOQIC 



260 RADIATION, UGHT, AND ILLUMINATION. 

btics of the iUuminant, while flux density is a function of the 
space traversed by the light flux, but not of the source of light: 
with the same source of li^t, in the space from the surface of 
the illuminant to infinite distance, all li^t flux densities exist 
between the maximum at the surface of the illuminant (its 
brilliancy) and zero. Brilliancy thus is the maximum of the 
light-flux density. While intensity and brilliancy depend upon 
the shape of the illuminant, light flux is independent thereof. 
Illumination is a quantity which depends not only on the source 
of hght, that is, light flux and flux density, but also on the illumi- 
nated objects and their nature, and thus is the light flux density 
as modified by the illuminated objects. Very conunonly, how- 
ever, the term "illumination" is used to denote "li^t flux 
density," irrespective of the illuminated objects. 

112. The light flux thus is the raw material with which 
illuminating engineering starts, and the first problem then is 
to distribute the light flux through space so as to give at all 
points the light flux density required for satisfactory illumi- 
nation. 

Some problems, as the lighting of a meeting place, school- 
room, etc., require a uniform or general, and fairly hi^ intensity 
of illumination, while in street lighting a imiform but ffuriy low 
intensity of illumination is desirable. In other cases, mainly a 
local or concentrated illumination is needed. Usually, however, 
a combination of a local or concentrated illumination, of fairly 
high intensity, with a general illumination of lower intensity, 
is required: the former at those places where we desire to 
distinguish details, as where work is being done, at the reading- 
table, work bench, dining-table etc., while the general illumina- 
tion is merely for orientation in the space, and thus may be of 
lower intensity, and for reasons of economy, and also physio- 
logical reasons, should be of lower intensity. 

We thus have to distinguish between local or concentrated^ 
and general or uniform, iUurnination, and a combination of 
both, and have to distribute the light flux in accordance there- 
with, that is, produce a high flux density at the points or areas 
requiring high concentrated illumination, a low and uniform 
flux density throughout the remaining space. 

This can be done by choosing a light source of the proper 
distribution curve, as, for instance, in street illumination a lamp 
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giving most of the light flux between the horizontal and 20 deg. 
below the horizontal; in many cases of indoor illumination 
a light source giving most of the light between the vertical 
and an angle of from 30 to 60 deg. from the vertical — depending 
on the diameter of the area of concentrated illumination and 
the hei^t of the illuminant above it. It can also be done by 
modifjdng or directing the light flux of the illuminant by reflec- 
tion or diffraction and diffusion, either from walls and ceilings 
of the illuminated area, or by attachments to the illuminant, 
as reflectors, diffusing globes, diffracting shades, etc. Further- 
more, the required flux distribution can be secured by the use 
of a number of illuminants, and with a larger area this usually 
is necessary. Frequently the desired flux distribution is pro- 
duced by using an illuminant giving more light flux than neces- 
sary, and destroying the excess of flux in those directions where 
it is not wanted, by absorption. Obviously this arrangement 
is uneconomical and thus bad illuminating engineering; the 
desired flux distribution should be secured economically, that 
is, without unnecessary waste of light flux by absorption, and 
this usually can be done by a combination of a number of light 
sources of suitable distribution curves. The most economical 
method of securing the desired distribution curve obviously is 
to choose a light source coming as near to it as possible, and 
then modif3dng it by reflection or diffraction. 

113. Thus far, the problem is one of physics, and the result, 
that is, the objective illumination, can be measured by photometer 
or luminometer, and thus checked. The duty of the illuminat- 
ing engineer, however, does not end here, but with the same 
objective illumination, that is, the same distribution of light 
flux throughout the eutire illuminated area, as measured by 
photometer, the illumination may be very satisfactory, or it 
may be entirely unsatisfactory, depending on whether the physio- 
logical requirements are satisfied or are violated; and very often 
we find illuminations which seem entirely imsatisfactory, tiring, 
or imcomfortable, but when judged by the density and the 
distribution of the light flux, should be satisfactory. Even 
numerous commercial iUuminants, designed to give suitable 
distribution curves, fail to do justice to their light flux and 
its distribution, by violating fundamental physiological require- 
ments. 
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l^e physiological problems of illumination, that is, the effects 
entering between the objective distribution of light flux in space, 
and the subjective effects produced on the human eye, thus are 
the most important with which the illuminating engineer has to 
deal, and the first feature which must be recognized is that the 
objective illumination, as measured by the photometer, is no 
criterion of the subjective illumination^ that is, the physiological 
effect produced by it, as regard to clearness, comfort and satis- 
faction, and it is the subjective illumination by which the success 
of an illuminating engineering problem is judged. 
The most important physiological effects are: 
(a) The contraction of the pupil. The pupil of the eye auto- 
matically reacts, by contraction, on high brilliancy at or near 
the sensitive spot, that is, the point of the retina, on which we 
focus the image of the object at which we look, and to a some- 
what lesser extent on hi^ brilliancy anywhere else in the field 
of vision. If, therefore, points or areas of high brilliancy are 
in the field of vision, especially if near to objects at which we 
look, the pupil contracts the more the higher the brilliancy, 
and thereby reduces the amount of light flux which enters the 
eye, that is, produces the same result as if the objective 
illumination had been correspondingly reduced, intensified by 
the uncomfortable effect of seeing high briUiancy. The exist- 
ence of points of high brilliancy in the field of vision thus results 
in a great waste of light flux, and additional discomfort, and, for 
satisfactory illumination, points of high brilliancy thus must 
be kept out of the field of vision. Light sources of high brilliancy 
must be arranged so that they cannot directly be seen, but the 
illumination accomplished by the Ught reflected from ceilings, 
etc., or from reflectors attached to the illuminant: indirect light- 
ing; or at least the light sources should be located where we 
are rarely lijible to look at them, that is, with moderate-sized 
rooms, at or near the ceilings. Or light sources of moderate 
intrinsic brilliancy should be used, as the Moore tube, the 
mercury lamp, the Welsbach mantel. Or, with illuminants of 
high brilliancy, as the electric arc, the incandescent lamp 
(especially the tungsten filament), etc., the brilliancy of the 
illuminant must be reduced by enclosing it with a diffusing or 
diffracting globe or shade, as an opal or frosted or 
holophane globe, etc. 
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No illumination, however, can be satisfactory in which the 
eye at any time can be exposed to the direct rays from a tmigsten 
filament or an arc. While the methods of removing the high 
brilliancy of the illuminant usually involve a considerable loss of 
light flux, by absorption at the refracting surface, in the frosted 
or opal globe, etc., and the objective illumination thus is de- 
creased, if the methods of reducing the brilliancy are anywhere 
reasonably arranged, the Ught flux entering the eye, and thus 
the subjective illumination, is increased, and often very greatly. 
Thus while frosting an incandescent lamp decreases its light 
flux by about 15 per cent, in spite thereof usually more light 
flux enters the eye from the frosted lamp than from a clear glass 
lamp at the same distance. 

It is, therefore, ineflBcient to use illuminants of high brilliancy 
in the field of vision, and in addition makes the illumination 
uncomfortable and thereby unsatisfactory. Physiologically the 
brilliancy of the light source thus is one of the most important 
quantities. 

114. (6) Fatigue. When exposed to fairly high light flux den- 
sity, that is, high illumination, the nerves of the eye decrease 
in sensitivity, by fatigue, and inversely, in lower illumination 
or in darkness, increase in sensitivity. This reaction, or adjust- 
ment of the sensitivity of the nerves of vision to different intensi- 
ties of illumination, enables us to see equally well in illuminations 
varying in intensity by more than 10,000 to 1 (as dayUght and 
artificial Ught). Thus, when entering a well-illuminated room 
from the darkness, it first appears glaring, until gradually 
the impression fades down to normal. Inversely, coming from 
a well-Ughted room into a space of much lower illumination, it 
first appears practically dark, until gradually the eye adjusts 
itself, that is, the nerves of vision increase in sensitivity by their 
rest, and then we again see fairly well. 

Fatigue and contraction of the pupil thus are similar in their 
action, in that they reduce the physiological effect for high 
intensities. The contraction of the pupil, however, is almost 
instantaneous, and is a protective action against excessive bril- 
liancies in the field of vision, while the fatigue is a gradual 
adjustment to the average intensity of illumination, within the 
operating range of the human eye. 
By exposure for a considerable period to the fairly high illumi- 
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nation required when working by artificial li^t, the sensitivity 
of the eye decreases, the illumination appears less bri^t, and 
thus a higher illumination is required than would be sufficient 
in the absence of fatigue, and the continuous use and absence 
of rest cause the sensation of strain, that is, irritation or an 
uncomfortable feeling, as especially noticeable when working 
or reading for a considerable length of time in rooms having a 
hi^ uniform intensity of illumination, as meeting-rooms, some 
libraries, etc. If, however, the eye can rest even momentarily, 
by a change to lower intensity of illumination, fatigue is decreased, 
never becomes as complete and uncomfortable, and the concen- 
trated illumination of the working-table appears brighter than 
it would without the possibility of rest. 

A room having a uniform intensity of illiunination thus appears 
glaring and uncomfortable, and for satisfactory illumination 
it is necessary not only to provide a sufficiently high intensity 
at the place where needed, but it is just as necessary to keep 
the intensity of illumination as low as permissible, wherever 
it is not needed, so as to aflford to the eye rest from the fatigue. 
In some cases, as meeting-halls, schoolrooms, this may not be 
possiUe, but a uniform high intensity required, to be aUe to 
work or read an)rwhere in the room. Where, however, it is not 
necessary, it is not merely uneconomical to provide a uniform 
high intensity of illumination, but it is an illuminating engineer- 
ing defect, and a high intensity should be provided, as concen- 
trated illumination, only at those places where required, as 
at the reading-tables of the library, but the general illumination 
should be of lower intensity. While we rarely realize the cause, 
we feel the superiority of the combination of high concentrated 
and lower general illumination, by speaking of such illumination 
as home-like, restful, etc. Especially in places where consideraUe 
work has to be done by artificial illumination, as in libraries, 
factories, etc., to get satisfactory results, it is important to 
consider this effect of fatigue, and to properly combine a mode^ 
ately low general illumination with a local hi^er intensity of 
illumination at the places of work. The latter can usually be 
given by a light source having a downward distribution, located 
sufficiently high above the place of work. The average standing 
or reading lamp, however, generally is not sufficiently hi^ to 
accomplish the result. Obviously, in such local illumination, 
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the brilliancy of the iUumination must be kept low, as discussed 
above. 

Of considerable importance regarding fatigue is the quality, 
that is, the color, of the light: fatigue at high intensities occurs 
far more with yellow and orange rays than with white light, 
and very little with green and bluish-green light. Thus, in arti- 
ficial illumination, in which practically always the yellow and 
orange rays greatly preponderate, the question of fatigue is far 
more important than with the bluish-white diffused daylight, 
and the irritating effects of fatigue thus are mostly felt with 
artificial illumination. 

115. (c) Differences. Objects are seen and distinguished by 
differences in quality, that is, color, and in intensity, that is, 
brightness, of the light reflected by them. If there were no 
differences in color or in intensity throughout the field of vision, 
we would see light but would not distinguish objects. Therefore, 
in good illumination, the differences in color and in intensity 
should be sufficiently high to see clearly by them, but still Umited 
so as not to preponderate to such extent as to distract the atten- 
tion from smaller differences. The differences in intensity, 
to give distinction, should be high, but at the same time are 
limited by the phenomena of fatigue and of the contraction 
of the pupil: the minimum intensity must stiU be sufficiently 
high to see clearly, and the maximum intensity not so high as 
to cause fatigue and contraction of the pupil, much beyond 
that corresponding to the average intensity, otherwise the vision 
becomes indistinct and unsatisfactory, and uncomfortable by 
too much contrast; that is, the intensity differences must give 
a sufficient, but not an excessive, contrast, if the illumination is 
to be satisfactory. 

Differences in quality, that is, in color, are to a fimited extent 
only under the control of the illuminating engineer. In some 
cases the illuminating engineer can control or advise regarding 
the color of objects, as the walls, ceiUngs, etc. In most cases, 
however, the absolute color of the illuminated objects is not within 
the control of the illuminating engineer: for instance, in street 
lifting, the color of the street surface, its surroundings, as 
vegetation, houses, etc., are fixed and cannot be changed for 
effects of iUmnination. So also in most cases of indoor illumina- 
tion. To some extent, however, the subjective color can be con- 
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trolled by the choice of the proper shade of li^t, and thereby 
slight color differences increased and made more distinct, or 
decreased and thus obliterated. For instance, the color resulting 
from age and dirt is usually the color of carbon and of iron, 
yellowish brown or reddish brown, that is, colors at the long 
wave end of the spectrum. Spots and blemishes due to dirt 
or age, thus are made more distinct by using an illuminant defi- 
cient in the long waves of light, as the mercury lamp, while in- 
versely they are decreased by using a reddish-yellow illuminant, 
as the incandescent lamp or the candle. Thus the white arc 
lamp and still more so the bluish-green mercury lamp shows 
blemishes and slight color differences of age and dirt harsh and 
exaggerated, while the yellow Ught softens them and makes 
them disappear; and while, for a ballroom, the yellow li^t 
is thus preferred, and the mercury arc or even the ordinary 
white carbon arc would give a harsh and disagreeable effect, 
inversely the yellow light would be unsuitable where such sli^t 
differences should be distinguished. It is therefore essential 
for the illuminating engineer to choose as far as it is feasible the 
proper color of light, and an otherwise good illumination may be 
spoiled by using too white or too yellow a light. 

The main distinction of objects, however, is due to differences 
in intensity or brightness, and, for producing these, the shadows 
are of foremost assistance, and indeed the differences of inten- 
sity, by which we see objects, are to a large extent those due 
shadows. The study of the shadow thus is one of the most 
important subjects of illuminating engineering. If we have no 
shadows, but a perfectly diffused illumination, even if the 
intensity of illumination is sufficient, the illumination is unsatis- 
factory, as we lose the assistance of the shadows in distinguishing 
objects, and therefore find seeing more difficult, the illumination 
restless and uncomfortable. 

The use of shadows for illumination requires that we must 
have directed light, that is, light coming from one or a number 
of sources, and thus causing shadows, and not merely diffused 
illumination, that is, Ught coming from all directions and thus 
causing no shadows. While, however, in general perfectly dif- 
fused illumination is unsatisfactory, an illumination having only 
directed light is also unsatisfactory. If the light is all directed, 
as from a single arc, the shadows are absolutely black, we can- 
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not see anything in them, and, in attempting to see the objects 
in the shadows, the illumination becomes tiring to the eyes, 
irritating and restless. 

For satisfactory illumination, it therefore is necessary to 
have suflScient directed h^t to mark the edge of the objects 
by their shadow, and thereby improve distinction, but at the 
same time suflScient diffused light to see clearly in the shad- 
ows; that is, a proper proportion of directed and diffused light is 
necessary. 

In cases in which all the objects assume practically the same 
color, as in flour mills or foundries, a diffused illumination without 
shadows would make the illumination so bad as to be practically 
useless. In other cases, as a drafting-room, where all the objecte 
requiring distinction are in one plane, as the drafting board, and 
the distinction is exclusively by differences of color and intensity, 
but not by shadows, a perfectly diffused illumination is required, 
and shadows would be objectionable and misleading, and this 
is one of the cases where directed light is objectionable. 

While with a single light source all the Ught issuing from it 
is directed light, by using a number of illuminants, the overlap 
of their light fluxes causes more or less Ught to reach objects 
from all directions, and thereby gives the effect of diffused li^t, 
except at those places where the shadows cast by the different 
light sources coincide, and by proper positions of suflScient 
numbers of light sources this can be avoided. The use of a 
number of light sources thus offers a means of increasing the 
proportion of diffused to directed Ught. 

116. It is not sufficient, however, to have merely a combination 
of diffused and directed light in the proper proportion, but the 
direction of the latter also is of importance. In some simple 
cases this is obvious, as, in writing, the directed light should 
be from in front on the left side above the table, so as not to 
cast the shadow on the work. The purpose of the shadow in 
illumination is to mark the edge of the object, and its height 
by the length of the shadow. The shadow, therefore, should 
not extend too far from the object to which it is related, other- 
wise it loses its close relation to it and becomes misleading and 
thereby interferes with good illumination. Thus the directed 
li^t should come from above, that is, in a direction making a 
considerable angle with the horizontal, so as to limit the length 
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of the shadow without, however, being vertical, as the latter 
would largely obliterate shadows. Perhaps an angle of 45 to 
60 degrees with the horizontal would be most satisfactory. 
The practically horizontal shadows cast in the usual form 
of street lifting therefore are not satisfactory for best illumi- 
nation. 

The number of shadows is of less importance. While in nature 
objects have one shadow only, cast by the sun, indoors we are 
familiar with seeing several shadows due to the diffused day- 
Ught from several windows. Of high importance, however, is 
the shape of the illuminant, in so far as it determines the outer 
edge of the shadow. The purpose of the shadow is to give an 
intensity difference at the edge of the object, and thereby make 
it easier to see the object. The shadow, however, has another 
edge, its outer end, and that we should not see, as no object 
ends there, or at least it must be such that it cannot be mistaken 
for the edge of an object. The problem thus is not merely to 
provide suflBcient directed light to cast a shadow, but the shadow 
should be such that only one side, at the edge of the object, is 
sharply defined, while the other edge of the shadow, which ter- 
minates on the flat surrounding surface, should gradually fade 
or blur. If we have to look closely to determine that the outer 
edge of the shadow is not the edge of another object, the strain 
of distinguishing between the edge of an object and the edge 
of a shadow makes the illumination uncomfortable and thus 
unsatisfactory. In the shadows cast by a single arc in a clear 
glass globe, this difficulty of distmguishing between the edge 
of a shadow and the edge of an object is especially marked, and, 
combined with the invisibility of objects in the shadow, makes 
such shadows appear on first sight like ditches or obstructions. 

In the use of shadows in illuminating engineering it thus is 
necessary to have the outer edge of the shadows blur or gradually 
fade, and this requires that the source of directed light be not a 
point, but a sufficiently large area to scatter the light at the outer 
edge of the shadow, preferably even more than is the case 
with the shadows cast by the sun. This requires enclosing 
the illuminant by a fairly large opal globe or other similar 
device; that is, have the light issue from a fairly large luminous 
area. 

It must be recognized that the proper treatment of the shadows 
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is one of the most important problems determining the success 
or failure of an illumination. 

117. Color sensitivity. The maximum of sensitivity of the 
eye shifts with decreasing illumination from yellow to bluish 
green, and where a low intensity of illumination is used, as in 
street lighting, a source of light which is rich in the shorter 
waves, that is, a white light, is superior in its physiological 
iUuminating value to a yellow li^t of the same or even 
higher li^t flux, while inversely at high values of illumina- 
tion, as for decorative purposes, the yellow light is more 
effective. 

Therefore it is a mistake to choose a yellow light source for 
illumination of very low intensity, or a white or bluish-green 
li^t for illmnination attempting high intensity effects. Thus, 
for the average street lighting of American cities, the white arc 
is superior to the yellow flame arc, but, to produce a glare of light, 
the latter would be superior. 

While there are further physiological effects which are of im- 
portance in illuminating engineering, the above four may illus- 
trate the long step which exists between the distribution of the 
light flux as measurable by the photometer, and the success or 
failure of the illumination represented by it. 

The requirements of satisfactory illumination can thus be 
grouped in two main classes, referring respectively to economy 
and to comfort, and the characteristics are: 

(1) General or uniform, and local or concentrated illumination, 
and combination of both. This is of importance for economy : to 
avoid the production of unnecessary li^t flux; and comfort: to 
reduce the effect of fatigue. 

(2) Diffused and directed illmnination, and combinations of 
both, and the theory of the shadow. This is of importance for 
the comfort of illumination, in securing clearest distinction. 

(3) QuaUty or color of Ught, of importance in economy, to 
suit the color to the intensity of illumination, and to comfort, 
in increasing or softening differences in color shades. 

(4) Massed and distributed illumination, as controlling the 
distribution of the light flux, and thereby the economy and also 
the diffusion. 

(5) Direct illumination and indirect illumination, shaded, 
diffracted, diffused, or reflected Ught, in its relation to the bril- 
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liancy of the li^t source, and thereby the effect of the contraction 
of the pupil, on economy and comfort. 
Some of the common mistakes made in illumination are: 

(1) Unsatisfactory proportion of general and of concentrated 
light 

(2) Exposure of high brilliancies in the field of vision, as naked 
filaments. 

(3) Unsuitable proportion of diffused and directed light. 

(4) Improper direction of directed li^t and thereby improper 
length of shadows. 

(5) Sharp edges of shadows. 

In order to illustrate the preceding principles, some typical 
cases may be considered : 

(a) Domestic lighting. 

118. Domestic lighting usually requires a combination of a 
concentrated illumination of fairly high intensity locally at the 
work-table, dining-table, etc., and a general illumination of low 
intensity, to secure comfort and economy. Occasionally, as in 
halls, etc., the local lighting is absent and only general illumina- 
tion required, while for instance in a sick room the general illumi- 
nation is absent and only local illumination required. 

In this illumination the proportion between directed and dif- 
fused light should be such as to give the proper effect of shadows. 
The problem of domestic illumination thus is to produce a defi- 
nite distribution of hght flux density, with a definite proportion 
between diffused and directed light. If we deviate from the 
proper proportion on one side, the room appears cold and uncom- 
fortable; if we deviate in the other direction, it appears dark and 
gloomy. 

The light issuing directly from a single illuminant is directed 
light; the light issuing from a number of illuminants is diffused 
in proportion to the number of sources by the overlap of the light 
fluxes of the illuminants. The light reflected from walls and 
ceilings is diffused light. The proportion between the li^t 
reflected from walls and ceilings, or the indirect light, and the 
direct light from the illuminants, varies with the reflecting power 
of walls and ceilings, that is, their brightness or darkness. The 
proportion between directed and diffused light thus can be 
changed, and the diffused light increased by increasing the num- 
ber of illuminants, and also by increasing the brightness of walls 
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and ceilings. With a given brightness of walls and ceilings, the 
desired distribution of the light flux — a local high and general low 
intensity — can be produced by a single illuminant having the 
proper distribution curve of light flux. In this case, however, 
usually we get too much directed, and not enough diffused, light. 
The same distribution of light flux can be produced by a number 
of illuminants properly located : nearer together for the local than 
for the general illumination. In the latter case we get more 
diffused and less directed light, and thus by choosing the number 
of light sources it is possible, with any given brightness of walls 
and ceilings, to get the desired distribution of Ught flux and at 
the same time the proper proportion of directed and diffused 
light. With a different brightness of walls and ceilings, the dis- 
tribution curve of a single light source, required to give the 
desired light flux distribution, is correspondingly changed, and, 
the lighter the walls and ceilings, the more light is reflected, giving 
a diffused general illumination, and thus less direct light from the 
illiuninant is required for the general illumination. With in- 
creasing reflecting power of walls and ceilings, the proportion of 
diffused light increases, and the number of light sources which 
are required to pve the proper proportion between directed and 
diffused Ught is decreased, and inversely it is increased with 
increasing darkness of walls and ceiling. Therefore, in a room 
with light walls, a smaller nimiber of light sources is required for 
good illumination than in a room with dark walls, assuming the 
same intensity of local and of general illumination. 

119. The problem of domestic illumination: to get a certain 
distribution of illumination, with a definite proportion between 
directed and diffused light, thus leaves one independent variable 
— the brightness of walls and ceilings. This is necessary, as the 
problem of domestic illumination is twofold : to get the proper 
illumination by means of the daylight, and also to get it for 
artificial illumination. During daytime, the windows are the 
source of light, the directed light issues from the windows, the 
diffused light from the walls and ceilings and by the overlap of 
the light from several windows. The proper distribution between 
local and general illumination during daytime, and at the same 
time the proportion of directed and diffused light, thus deter- 
mines the number of windows and the brightness of walls and 
ceilings, in the manner as discussed before. 
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As the reflecting power of walls and ceilings is fixed by day- 
light considerations, it cannot be chosen, or at least only to a 
limited extent, by considerations of artificial illumination, but, as 
found above, this is not necessary, since by a combination of a 
suitable number of light sources of proper distribution curves 
the problem of artificial illumination may be solved. To some 
extent, due to the quality of artificial light and daylight, the walls 
can give a different reflecting power for the one than for the 
other. As artificial light is deficient in blue and green, a bluish 
or greenish shade of walls and ceilings ^ves them a greater reflect- 
ing power for daylight than for artificial Ught — which usually 
is desirable — and inversely with a reddish-yellow shade. 

(&) Street Lighting. 

120. The problem of street illumination is to produce a uni- 
form low intensity. For reasons of economy, the intensity must 
be low, at least in American cities, in which the mileage of streets, 
for the same population, usually is many times greater than in 
European cities, and, at the same time, the same type of illumi- 
nant is usually required for the entire area of the city. The low 
intensity of illumination requires the quality of light which has 
the highest physiological effect at low densities, that is, white 
light, and excludes the yellow light as physiologically ineflBcient 
for low intensities. Still better would be the bluish green of 
the mercury lamp, but is not much liked, due to its color. Quite 
satisfactory also is the greenish yellow of the Welsbach mantel 
for these low intensities. The American practice of preferring 
the white light of the carbon or magnetite arc thus is correct 
and in agreement with the principles of illumination, and the 
yellow-flame arc can come into consideration — even if it were not 
handicapped by the necessity of frequent trimming — only in 
those specific cases where a high intensity of illumination is 
used, as would be only in the centers of some large cities. 

Uniformity of illumination is specially important in street lift- 
ing, where the observer moves along the street, and, due to the 
low intensity, the decrease of subjective illumination by fatigue 
is especially objectionable. For a street illuminant, a distribu- 
tion curve is required which gives a maximum intensity some- 
what below the horizontal, no light in the upper hemisphere, and 
very little downward light. Street lamps therefore should be 
judged and compared by the illumination ^ven midways be- 
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tween adjacent lamps, or at the point of minimum intensity, or, 
in other words, by the intensity in a direction approximately 
10 deg. below the horizontal. This also is in agreement with 
American practice. However, it is very important that the 
downward intensity be very low, and in this respect it is not 
always reaUzed that the light thrown downward is not merely a 
waste of light flux, but is harmful in producing a glaring spot at 
or near the lamp and, by the fatigue caused by it, reducing the 
effective illumination at the minimum point between the lamps. 
Most objectionable in this respect is the open direct cmrent car- 
bon arc and those types of lamps giving a downward distribution, 
but even with the enclosed arc lamp the distribution of Ught on 
the street surface is still far from imiform, and the intensity 
too high near the lamp, and in this respect improvements are 
desirable. 

121. The greatest defects of the present street illumination, 
which frequently makes it inferior in subjective illumination even 
to the far lower illumination given by the full moon, are the 
absence of diffused light, and especially the improper direction 
and termination of the shadows, and also the high brilliancy of 
the illuminant. The light of the usual street lamp is practically 
aU directed Ught, issuing in a nearly horizontal direction from a 
point source. Thus the shadows are far longer than permissible, 
and terminate sharply and without blur; objects in the shadows 
are practically invisible, and the end of the shadow looks Hke the 
edge of an object, thus producing a misleading effect, which 
results in unsatisfactory illumination. To give a somewhat 
better direction to the Ught requires considerable increase of the 
height of the lamp above the street surface. This also would 
essentiaUy decrease the intensity of iUumination below and near 
the lamp,without appreciably affecting the intensity at the 
minimum point, and thus would give a more uniform and thereby 
better iUumination. No valid reason usuaUy exists against 
greatly increasing the height of the lamps, except that of the 
greater cheapness of short lamp posts, which is hardly justifiable. 
It is, however, more difficult to give a proper blur to the ends of 
shadows, so as to distinguish them from edges of objects. This 
would require an increase of the surface of the iUmninant, by 
opal or frosted globe, etc. Enclosing the arc by an opal globe, 
however, scatters the Ught more uniformly in all directions, and 
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thereby spoils the distribution curve, and interferes with the 

required uniformity of illumination: with an opal ^obe, the 

intensity in the downward direction does not differ very much 

from that in the horizontal, while with lamps 20 feet above the 

street level, and at distances of 200 feet from each other, the 

downward intensity for uniform illumination should be not much 

more than one-twenty-fifth of that under an angle of sm ^ = 

20 

-r-- = 0.2; or 12 deg. below the horizontal Very much better is 

the effect of a frosted or sand-blasted globe. The best way of 
maintaining a proper distribution curve and at the same time 
diffusing the hght, so as to reduce its brilliancy and blur the 
shadows, appears the use of prismatic diffraction, on the principle 
of the Fresnel lenses of Ughthouses (holophane). Obviously, 
where the lamps are close together, as in the center of large cities, 
their light fluxes overlap and thereby give a better diffusion, and, 
at the same time, the midway point between lamps is under a 
greater angle against the horizontal; thus a more downward dis- 
tribution of the Ught flux permissible. For the largest part of 
American street lighting, however, this does not apply. 

122. In the early days of using arc lamps for American city 
lighting, lighting towers were frequently used, and such tower 
lighting has still survived in some cities. One or a number 
of arc lamps are installed on a high tower and were supposed 
from there, like artificial suns, to spread their light over an entire 
city district. 

This method of city lighting was foimd imsatisfactory, as it 
did not pve enough Ught. It is imsatisfactory, however, not 
in principle, but because it was too ambitious a scheme. If, 
in street illumination, we double the distance between the lamps, 
each unit must have four times the light flux to get the same 
minimum flux density, as the distance is doubled, and the flux 
density decreases with the square of the distance. At twice 
the distance between the lamps, each lamp thus must have 
four times the light flux, and each mile of street thus requires 
twice the power. Reducing the distance between lamps to one- 
half reduces the power to one-half with the same minimum 
illumination. In street lighting it is therefore of advantage to 
use as many units of illuminants as possible, and bring them 
together as close as possible, and correspondingly lower their 
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intensity, up to the point where the increasing cost of taking 
care of the larger number of units and increasing cost of poles 
and connections compensates for the decreasing cost of energy. 
There is a minimum which probably is fairly near our present 
practice. 

When, however, you come to square and exposition Ughting, 
you find that the distance between the illuminants has no 
efifect on the eflBciency. Let us assume that we double the 
distances between the lamps which light up a large area. Then 
each lamp requires four times the light fiux to get the same 
minimum flux density between the lamps, but at twice the 
distance between the lamps each lamp illuminates four times the 
area, and the total power per square mile of lighting a large area, 
like an exposition, thus is independent of the number of lamps 
used, and, whether you place them close together or far apart, 
you require the same total flux of light, and if you keep the same 
proportions of height from the ground and distance between 
lamps, you also get the same variation between maximum and 
minimum intensity. But, supposing the lamps to be placed 
further apart, the maximum or minimum points also are further 
apart, and you get a more satisfactory illumination by having 
a less rapid intensity variation. That points to the conclusion 
that, for exposition lighting, the most efficient way would be to 
use a relatively moderate number of high-power sources of 
light on high towers at distances from each other of the same 
magnitude as the height of the towers. We would get a greater 
imiformity and better physiological effect by having the illumi- 
nants further apart, and they would require the same total 
light flux, and therefore the same power, as if you bring the lamps 
close to the groimd, and place them very close to each other. 
The tower lighting therefore is the ideal form for lighting a large 
area. When the arc was first introduced, it was so much superior 
to any other illiuninant known before, that people vastly over- 
rated it. They thought that they could h^t the whole city 
by it, and in trying to do so these towers would have been the 
proper way, but very soon it was found that even with the effi- 
ciency of the arc, to light not only the streets, but the whole 
area of the city, would require an entirely impracticable amount 
of light flux. It thus was too ambitious a scheme for city 
lighting, but it should be done in exposition work. City illumi- 



Digitized by VjOOQIC 



276 RADIATION, LIGHT, AND ILLUMINATION. 

nation thus has come down from this first ambition to li^t the 
whole city to an attempt to light only the streets. For the 
latter purpose, however, lighting towers are ineflScient, since 
much of the light flux is wasted on those places which we no 
longer attempt to light. In exposition lighting, however, the 
most effective general illumination would be given by white 
arcs on high towers, leaving the concentrated or decorative 
illumination to the incandescent lamp and flame arc, of yellow 
color. 



Digitized by VjOOQIC 



LECTURE Xin. 

PHYSIOLOGICAL PROBLEMS OF ILLUMraATIKG 
ENGINEERmG. 

123. The design of an illumination requires the solution of 
physiological as well as physical problems. Physical considera- 
tions, for instance, are the distribution of light-flux intensity 
throughout the illuminated space, as related to size, location 
and number of light sources, while the relation, to the satisfac- 
tory character of the illumination, of the direction of the light, 
its subdivision and diffusion, etc., are physiological questions. 
Very little, however, is known on the latter, and the entire 
field of the physiolopcal effects of the physical methods of 
illumination is still largely imexplored. As result thereof, 
illuminating engineering is not yet an exact science, as is, for 
instance, apparatus design, but much further physiological 
investigation is needed to determine the requirements and 
conditions of satisfactory illumination. 

The physical side of illuminating engineering: — to produce a 
definite light flux density throughout the illmninated space, — 
is an en^neering problem, which can be solved with any desired 
degree of exactness, usually in a number of different ways. 

The solution of the physical problem of Ught distribution, 
however, does not yet complete the problem of illuminating 
en^eering, does not yet assure a satisfactory illumination, but 
with the same distribution of light flux density throughout the 
illuminated surface, the illumination may be anything between 
entirely unsatisfactory and highly successful, depending on the ful- 
fillment or failure to fulfill numerous physiological requirements. 
Some of these are well imderstood and such that they can be 
taken into consideration in the physical design of the illumina- 
tion, and thus no excuse exists to fail in their fulfillment, though 
it is frequently done. Such, for instance, is the requirement of 
low intrinsic brilliancy in the field of vision, of the color of the 
light, etc* Other physiological requirements are still very little 
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understood or entirely unknown, while on others not sujBSci^t 
quantitative data are available for exact en^eering calculatioiL 

Thus, for instance, the usual suburban street illumination, 
with arcs spaced at considerable distances from each other and 
located on fairly low posts, is very much inferior to the illumina- 
tion given by moonlight, even when allowing for the difference 
in intensity. Here the reason of the unsatisfactory chaiacter 
of the former illumination is mainly the almost horizontal direc- 
tion of the light flux. A perfectly vertical direction of the li^t 
flux again is unsatisfactory in many cases, and the most satis- 
factory results are ^ven by a direction of the li^t flux which 
makes a considerable angle with the horizontal as well as the 
vertical direction. Thus, when dealing with directed ligjit, the 
direction angle is of essential physiological importance. We 
have very Uttle exact knowledge to guide in the determination 
of the proper angle in which to direct the Ught flux; it is known 
that in general approximately horizontal and approximatdy 
vertical direction of the Ught flux are objectionable, and an in- 
termediary angle gives best results. However, the horizontal 
direction usually is objectionable by excessive contrasts, tiie 
vertical direction by flatness in the appearance of the illuminated 
objects, and, depending on the nature of the objects, sometimes 
the one, sometimes the other feature may be more objectionable. 
Hence, the best angle of incidence of the light depends on the 
nature, that is, the shape and location, of the illuminated objects, 
on the purpose of the illumination, etc., and thus is not con- 
stant, but is a function of the problem, which is still largely 
unknown. 

124. Not represented by the physical distribution curve of 
illumination, but very marked in their physiolo^cal effect is 
the difference between directed light and diffused light. In most 
problems of illumination, either entirely directed Ught or entirely 
diffused Ught is unsatisfactory, and a combination of directed 
Ught and diffused light is required, as discussed in the preceding 
pages. No exact knowledge, however, exists on the proportion 
in which directed Ught and diffused Ught should be comlnned 
for satisfactory iUumination, nor how this proportion varies with 
the nature, color, etc., of surrounding objects, with the purpose 
of the iUumination, etc. That it varies is weU known, as for 
some purposes, as a draughting room, entirely diffused li^t 
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seems best suited, whUe for other purposes mainly directed light 
seems more satisfactory. 

Furthermore, the relations between directed and diffused light 
have in the illuminating engineering practice been obscured to 
some extent by the relation between high and low intrinsic bril- 
liancy and between direct and indirect lighting. Thus, to 
eliminate the objectionable feature of high intrinsic briUiancy of 
the illuminant, direct lighting by light sources of high briUiancy, 
which was largely directed lighting, has been replaced by indirect 
lighting, by reflection from ceilings, etc., which is diffused light- 
ing. Where such change has resulted in a great improvement of 
the illmnination, it frequently has been attributed to the change 
from directed to diffused lighting, while in reality the improve- 
ment may have been due to the elimination of high brilliancy 
light sources from the field of vision, and engineers thereby led 
to the mistaken conclusion that perfectly diffused lighting is the 
preferable form. Again, in other instances such a change from 
direct to indirect lighting has not resulted in the expected im- 
provement, but the indirect Ughting been foimd physiologically 
unsatisfactory, and the conclusion drawn that the elimination 
of high brilliancy from the field of vision has not been beneficial, 
while in reaUty the dissatisfaction with the indirect Ught was due 
to the excess of diffused light and absence of directed Ught, and 
this improper proportion between directed and diffused Ught 
more than lost the advantage gained by eUminating the Ught 
sources of high briUiancy from the field of vision. In this case 
the proper arrangement would have been to reduce the brilliancy 
of the Ught sources, by diffusing or diffracting globes, to a suflB- 
ciently low value, but leave them in such position as to give the 
necessary directed Ught. 

Thus, in iUuminating engineering, as in other sciences, it is 
very easy to draw erroneous conclusions from experience by 
attributing the results to a wrong cause. Any change in the 
arrangement usuaUy involves other changes: as in the above 
instance, the change from high to low brilUancy commonly 
causes a change from directed to diffused Ught; by attributing 
the results to a wrong cause, serious mistakes thus may be made 
in basing further work on the results. 

125. In discussing diffused Ught, we must realize that the 
meaning of ''diffused Ughf is to some extent indefinite. To 
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define diffused light as light which traverses the space in all direc- 
tions and thus casts no shadow, is not correct, since even diffused 
daylight casts shadows. For instance, if in Fig. 122 P is the sur- 
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Fig. 122. 

face of the ground and A a flat circular shade at distance I above 
the ground, the intensity distribution of the light in plane P is as 
shown in Fig. 122 for Z = 0.2 il, thus showing a fairly dark 
shadow beneath the center of A, but a shadow which blurs so 
very gradually that with most objects it is not marked. 

The Ught from a single point source 
is perfectly directed light; it traverses 
every point of space in one single 
direction only, as shown as il in Rg. 
123. If we now enclose the point 
source in an opal globe, which then 
becomes the radiator, as discussed 
before, as diagrammatically shown as 
B in Fig. 123, the light flux traverses 
each point not in a single direction but 
in all directions within a narrow an^e 
a, which is the angle subtended by 
the radiator L from the point P. 
With increasing size of the illuminant, 
and thus increasing angle a, C, Rg. 
123, the pencil of rajrs, which traverses 
point P, gradually spreads, until, when 
a becomes 180 deg., we get perfectly 
diffused light, similar to daylight. 
Hence, with a gradual change of the diameter of the illum- 
inant, from a = to a = 180 deg., the light gradually changes 
from directed to diffused Ught. Thus, no sharp dividing line 




Fig. 123. 
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can be drawn between directed light, and diffused light, but 
the directed light from a light source of considerable diameter 
(that is, a diameter which is not neglible compared with the dis- 
tance of the illuminated objects from the Ught) already has to 
some extent the character of diffused light. 

Diffused light thus may be defined as Ught given by a radiator 
which subtends a spherical angle equal to a considerable part of 
the sphere. This makes the term "diffused Ught" a relative 
term. Near to a radiator of considerable size, the Ught given 
by this radiator thus is largely diffused Ught, whUe at considerable 
distance it is practicaUy directed Ught, or, in other words, the 
Ught given by Ught sources of considerable size is directed Ught 
only at such distances from the radiator at which the law of 
inverse squares holds; but approaching the radiator so far 
that this law of inverse squares (flux density inverse proportional 
to the square of the distance) does not hold, the Ught approaches 
somewhat the character of diffused Ught. 

The physiological effects, however, during a gradual change 
from a -= 0, or directed Ught, to a = 180 deg., or diffused Ught, 
apparently do not change uniformly, but new effects appear 
and others disappear. 

126. The main objection to directed light from a single source 
results from the absence of light in the shadows. Using, how- 
ever, two or more iUuminants, that is, combining directed Ught 
of several widely different directions, the shadow cast by one 
iUuminant is iUuminated by the other iUuminants, and thus an 
effect produced very similar to diffusion. Thus with two Ught 
sources, at a point at which both Ught sources give the same 
iUumination, the intensity in the shadow cast by one iUuminant 
is still 50 per cent, that is, the iUumination the same as if equal 
volumes of directed and of diffused Ught were combined, and 
to a considerable extent the physiological effect is the same. 
It is not completely so, however. In the illumination by equal 
volumes of diffused Ught and directed Ught from a single source, 
each object casts a single shadow, in which the iUumination is 
reduced to half. When producing an equivalent diffusion by 
two Ught sources, an object casts two shadows, in which the 
illumination is reduced to half (if the two Ught sources give 
equal iUumination), but, where the shadows overlap, a perfectly 
black and Ughtless shadow is produced. The more the two 
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half shadows overlap to a complete shadow, the less the combina- 
tion of the two light sources is equivalent to diffusion. At 
the same time, occasionally the existence of two or more half 
shadows and of their compound shadows may assist distinction, 
and thereby be advantageous. In short, there is a vast and 
largely unexplored field in the physiology of illumination, 
which the illuminating engineer will have to study and investi- 
gate. 

While one point source of light ^ves directed li^t, two 
sources at distances from each other ^ve an effect equivalent 
to diffusion, and three or more sources still more so, until in the 
theoretical case of an infinite number of point sources distributed 
through space — or, practically, a very large niunber of distrib- 
buted illuminants — we get perfect diffusion. With a change 
from a single to a very large number of illuminants, the illumi- 
nation thus changes from directed to diffused, and thus, for 
a moderate number of illuminants, is intermediate between 
directed and diffused, but nevertheless this intermediate state is 
physiologically of entirely different character from that given 
by a single illuminant of very large diameter, that is large 
angle a, as discussed above. 

127. We thus have true diffused light, as daylight, the equiva- 
lent diffusion given by the combination of several light sources, 
which depends on their relative location, and the equivalent 
diffusion given by a large relative diameter of the light source. 
The latter again varies with the shape of the light source, and 
in extreme cases, as a Unear straight radiator, as a Geissler tube 
(Moore tube), we may get an illumination which, at any point 
of space, is practically diffused in one direction, and practically 
directed in a direction at right angle to the former. In such 
cases we again get different physiological phenomena. For 
instance, a straight rod, held parallel to the radiator, casts a 
sharp black shadow — directed light — while, when held at right 
angles to the radiator, it casts no shadow — diffused light. With 
objects of more irregular shape, it can be seen that the shape 
and appearance of the shadows give a rather interesting problem, 
and the physiological impression made by such illumination 
thus is different again, from that of ordinary directed or diffused 
light or their combination. 

In general, wherever two or more iQuminants are used, the 
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physiological effect depends on the relative position of the light 
sources to the illuminated objects, irrespective of the intensity of 
illumination. Thus, for instance, in the illumination shown in 
Fig. 117, on the same curve of equal illumination, the physiologi- 
cal effect is not constant, but varies from point to point. On the 
curve of 850 near the center of the room, an object casts four 
shadows of approximately equal intensity, in different direc- 
tions. The shadows are sufficiently marked to assist in seeing, 
and the illumination in the shadow is quite high; thus the illumi- 
nation is very satisfactory. On the same curve 850, near the 
edge of the room, the four shadows fall in nearly the same 
direction, only one is marked, and by the overiap of the shadows 
a large compound shadow is formed, in which the illumination 
is very low, distinction difficult, and the illumination thus 
unsatisfactory. Thus with the same physical value of illumina- 
tion, on the san^e curve 850, the physiological effect in this case 
changes from a very satisfactory illumination at one place, 
to a quite unsatisfactory illumination at another place. Thus, 
in this instance, while the solution of the illuminating problem, 
given in Fig. 117, is physically perfect, that is, the illumination 
very imiform throughout the entire room, and the efficiency 
high, physiologically the illumination is satisfactory only in 
the middle of the room, but becomes more and more unsatisfac- 
tory the further we go outside of the square formed by the four 
light sources. Physiologically the illumination would probably 
be improved by locating the Ught sources in the four comers 
of the ceiUng, or in the centers of the four sides of the ceiling. 
Physically, this arrangement of lamps in the comers of the room 
would greatly reduce the efficiency, thus require either more 
power, or lower the average illumination; the arrangement of 
the lamps at the sides would decrease the efficiency less, but 
would considerably impair the imiformity of illumination, giving 
a lower illumination near the comers of the room. 

Furthermore, in illuminating engineering, enters as an impor- 
tant and largely unknown factor, the effect on the physical and 
physiological illumination, of the objects in the illuminated 
space, and of the observer; that is, the light flux distribution 
and its physiological effect, as depending on the location of 
light sources and distribution of their light flux through the 
illuminated space, is not sufficient to solve the problem of 
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iliumination, but consideration must be given to the changes 
resulting from the use of the illumination. For instance, in 
the illumination shown in Fig. 117, and discussed above, the 
diffused li^t, 0.250, resulting from reflection from walls and 
ceiling, is quite considerable, and would be neaiiy sufficient 
for giving distinction in the compound shadow of all four illumi- 
nants, as it exists in a pronounced degree near the walls. Thus 
even* there the illumination would be moderately fair. How- 
ever, when relying on this diffused illumination to see in the 
shadow of objects close to the walls, it may not be present, or 
largely reduced by the shadow of the observer, since, as seen 
above, diffused light also casts shadows, though the blur at 
the edges of these shadows is such as to make them very little 
noticeable. Thus, when approaching close to the walls to look 
at an object, we may find it shaded from the direct light and 
from most of the diffused light, thus giving imsatisfactory 
illumination. Locating the Ught sources in the comers or the 
centers of the sides of the room, we get pronounced shadows 
of the objects located against the walls of the room, and thereby 
again imsatisfactory illumination, although in this case, physio- 
lo^cally, considering merely the room without the objects which 
may be located in it, the iQumination would be satisfactory. 
Thus we may have to sacrifice imiformity of illumination still 
further, by arranging five light sources, four in the comers 
of centers of the sides of the room, and one, of larger light flux, 
in the center of the ceiling. 

Thus, occasionally, illuminations designed for uniform flux 
density are not satisfactory, even though the proportion of 
directed and of diffused light, and the direction of the directed 
light, is physiologically correct, because the changes resulting 
from the objects in the room, and the person of the user of the 
illumination, are not sufficiently considered. 

129. The cause of most of these difficulties in dealing with 
illuminating problems is that, physiologically, light is not a 
vector quantity; that is, light flux densities cannot be combined 
by the parallelogram law. 

Two magnetomotive forces A and -B, Fig. 124, acting on the 
same point P, combine by the parallelogram law to a resultant 
C; that is, the combined action of A and B is identical with the 
action of a single m.m.f. C. Thus the m.m.f. existing at any 
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point P of space is perfectly characterized by two quantities 
only — the resultant intensity, C, and its direction. 

If, however, in Fig. 125, A and B represent the two light 
flux densities produced at point P by two light sources Lj 
and Lj, their physiological and also their physical action may 
be entirely different from that of one light flux C derived by 
combining A and B by the parallelogram law. 




Fia. 124. Fia. 125. 

In some respects the action of the two separate flux densities 
A and B is the same, or nearly the same, as that of a resultant 
flux density C; the illumination of an opaque plane a, located 
so that both light sources L^ and L, are on the same side of the 
plane, is the same. If, however, the illuminated plane is trans- 
parent or translucent, and also in regard to the effects of polariza- 
tion, reflection etc., the effect of the two separate flux densities 
A and B differs from that of a single resultant C Entirely 
different is the effect if the light sources Lj and L, are on dif- 
ferent sides of the plane. Thus, with a plane c located in the 
direction C, the resultant flux density C would give no illumina- 
tion, while in reality by A and B both sides of the plane are 
fairly well illuminated. Thus, with the plane in any direction 
within the angle o) between PL^ and PA, it receives the same 
amount of light from A and B as it would receive from C\ but 
in any direction within the angle t = tt — a>, between PA and 
PB, it receives more light from A and B than it would receive 
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from the reeultant 0, and receives infinitely more li^t in the 
direction c (that is, in this direction it receives no li^t from C). 
Within this an^e v, both sides of the plane are illuminated 
by A and B, which obviously is never possible by a resultant 
vector C. 

In the illumination of a plane, the differences between the ac- 
tual illumination by A and B and the illumination whidi would 
result, if light were a vector quantity, by 0, are only those of 
intensity of illumination. With an object of different shape, 
however, the phenomenon becomes far more complex. Thus the 
illumination of a sphere S by the resultant C woxM be as shown 
in Fig. 126, — half the sphere dark, the other half light, and with 
a maximum intensity at c, shading off towards zero at the termi- 
nator mn. The actual illumination as shown in Ilg. 127 gives a 




Fio. 126. Fia. 127. 

black segment of angle oj, while more than half the circumference 
of the sphere is illuminated. The maximum intensity is at the 
same place c, and of the same intensity as in Fig. 123 but 
the total light flux received by the sphere is far greater than 
would be received from the resultant C, and is the sum of the 
light fluxes received from the two light sources. Thus: 

In the illumination of a sphere the light flux densities are 
added, irrespective of their direction, and not vectorially com- 
bined. 

In the illumination of a plane, by light sources which all lie 
on the same side of the plane, the U^t flux densities are vectoii- 
ally combined. 
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With other shapes of objects, the total received light flux may 
even be more than corresponds to the sxim of the component flux 
densities. 

As in general illumination for distinguishing objects we have 
to deal with all possible shapes, it thus follows that for the gen- 
eral problem of illumination the resultant effect is most nearly 
related to the "total flux density" or "total illumination'' as 
derived by adding, irrespective of their direction, all the light 
flux densities, as was done in the preceding lectures when dealing 
with light flux distribution. Only in special cases, as the illumi- 
nation of a draughting table, the flux density in one particular 
direction is of importance, and was used as the " horizontal illu- 
mination" in the instance represented by Figs. 119 to 121. 

130. While the resultant effect, or the total illumination, is de- 
rived by adding the flux densities irrespective of their direction, 
in the physiological effect, that is, the appearance, the direction 
plays an essential part. Thus a sphere located as in Fig. 127 
looks different than it looks in Fig. 126, even if it receives the 
same total light flux. Still more marked is this difference with 
more complex shapes of the illuminated objects. Thus a land- 
scape looks different with every different position of the sun in 
the sky, and different agsdn in the diffused light of a cloudy day, 
irrespective of the intensity of the illumination. Under some 
conditions sharp contrasts appear, where under other illumina- 
tions the appearance is flat, and with the change of illumination 
contrasts disappear in some places, appear in others, etc.; that 
is, the appearance of a complex body very greatly varies with 
the character of the illumination, entirely independent of its 
intensity. 

With artificial illumination it then is the problem of the 
illuminating engineer to design the illumination so as to bring 
out contrasts where required by the purpose of the illumination, 
reduce them where too great or unnecessary, etc. If we consider 
the possible personal equations of the user of the illumination 
as depending on his phjrsical nature, occupation or state, further- 
more the effect of the color of light and the marked physiological 
effect which even slight variations in the color shade produce, it 
can be seen that the success of illuminating engineering prob- 
lems still largely depends on the judgment of the designer, and 
this judgment is not yet guided by any extended exact experi- 
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ence, thus rather uncertain. An enormous amount of work is 
still to be done mainly in the field of "engineering physiology," 
before the design of a system of illumination can approach the 
same exactness as for instance the design of long-distance trans- 
mission or other engineering work. 
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Absolute color in illumination 266 
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of light by body 28 

spectrum 27 

Acclimatization to radiation 59 
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standard 178 

Acoustic scale of frequency 14 

Actual or objective color 33 

Adaptability range of eye 38 
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reflector 212, 215 

walls 246 
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Allotropic modifications of carbon 81 
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as polarized wave 8 

Amyl acetate lamp 177 
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Angle of directed light 278 

Angstrom unit 7 
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Apparent or subjective color 34 

Arc characteristics 138 

conduction 105 

conductor , 105, 110 

electric 98 

efficiency of light production 122 
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Arc lamps 151 

photometry 182 

rectifier 114 

spectrum 105 
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street illumination 234 
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Arc voltage curve 139 

Area lighting 275 

Aimature reaction of arc machine 163 

Artificial illumination, domestic lighting 271 

more h&nnf ul than daylight 54 

Auxiliafy arc starting main arc 112 

Band spectrum 26 

Base filament 81 

Beam of searchlight, intensity 234 

Biological phosphorescence 96 

Black 32 

body 29 

radiation 84, 88 

of hydrocarbon flame 134 

Blood, opaque for ultra-violet light ^ 58 

transparent for long light waves 58 

Blue light, specific effect 51 

Blurring of the shadow in illumination 268 

vision 54 

Borides as refractory bodies 78 

Bolometer measuring radiation power 166 

Brightness of walls and cdGng in domestic lighting 270 

Brilliancy and contraction of pupil 262 

of light sources 256, 259 

objectionable effect 263 

of radiator 189, 221 

Brush arc machine 163 

Brush discharge 101 

Bunsen photometer 170 

Bums by radiation 48 

Calcium arc, orange ydlow 123 

carbide arc ' 124 

Calculation of room illumination 247 

street illumination 238 

Candle 128 

power 186 

equivalent 258 

standard of light 177 

unit of light intensity 257 

Carbides as refractory bodies 78 

Carbon, allotropio modifications 81 

arc 140 

distribution 203 

efficiency 122 

electrode as radiator 190, 193 
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Gaibon, aro, incomplete rectification ^ 117 

lamp as incandescent radiator 76 

not a typical arc 109 

in street illumination 236, 240 

bisulphide lamp 136 

filament as radiator 195 

as refractory element 77 

vapor tension 79 

Cathode of arc 108 

Ceiling, albedo 246 

Change carbons 82 

Characteristics of the arc 137 

Chemical action of light 63 

on plants 64 

limdinescence 97 

of flame 133 

phosphorescence 95 

rays 63 

Chimney of luminous arc lamp 158 

Chlorophyl 64 

Circular cylinder as radiator 197 

line as radiator 197 

plane as radiator 190 

shading circular radiator 203 

shading linear radiator 210 

radiator shaded by circular plane 203 

Circulating flame lamp 126 

Clutch of arc lamp 153 

Cold light 48 

Color change of light of arc 118 

differences in illumination 265 

photometry 172 

Colored 33 

body : 29, 31, 36 

lights, comparison 42 

radiation 85 

radiator of magnesium flame 134 

Color effect in illuminating engineering 269 

street lighting 272 

Colorless 32 

body 29,31,36 

Color of light and economy 269 

fatigue 265 

Combination of light fluxes by addition 285 

Comfort and economy in domestic lighting 270 

Comparison of arcs for street lighting 236 

colored light 42 
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Gompariflon of ^bes regarding light flux distribution 224 

illumination curves 232 

radiators 202 

> and shadows 209 

reflectors 215 

Concentrated illumination 260 

or local illumination 2fl9 

Conduction, continuous 98, 105 

disruptive ^ 

Constant current sjrstem of arc lighting 1^ 

Constructive action of plant 6^ 

Continuous conduction 98, 105 

spectrum 26 

Continuity of the arc at the cathode 1^^ 

Contraction of pupil 38, 262 

Control of subjective color in illumination 265 

Core of arc flame 1^^ 

Corona Wl 

Crater of the arc as radiator 1^^ 

Crookes' radiometer ^^ 

Cylindrical radiator 1^ 

Daylight illumination, domestic lighting 271 

Defects of street lighting 273 

Density of light flux 256,259 

Destructive effect of radiation 48, 57, 59 

short ultra-violet light ^2 

Dielectric constant and refractive index 24 

Differences of color in illumination 265 

intensity in illumination 265 

Differential arc lamp ^^ 

Diffracting globe and light flux distribution 223 

Diffraction grating 26 

and light distribution 221 

spectroscope 26 

Diffused and directed light 267,269 

illumination 251,266 

in indoor lighting 246 

light, definition 279 

and directed light, proportions 278 

shadow 280 

Diffusing globe and light flux distribution 223 

Diffusion, equivalent 281 

and light distribution 221 

by number of radiators 281 

by size of radiator 280 

Directed and diffused light 267,269 
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Directed light 266 

angle of direction 278 

Direct and indirect illumination 269 

Discontinuity of the arc at the anode 112 

Disease germs, action of light 61 

Disinfecting action of light 60 

Disruptive conduction 98 

voltage 99 

and gas pressure 100 

Distinction between arc and Geissler discharge 106 

of objects by shadow 267 

Distributed and massed illumination 269 

Distribution curve and design of incandescent lamp 243 

of frosted globe 221 

of light 180, 187, 256 

of opal globe 221 

in street lighting 272 

Domestic lighting 226, 270 

Double refraction 9 

Downward candle power 184 

Eiar as anal3rtic organ 21 

Economies of flame arc lamp 212 

EflSciency and arc length 146 

of illuminant 186 

light production by arc 118, 122 

light production by incandescence 74, 81 

room illumination 253 

EHectric waves, engineering importance 18 

frequency 15 

Electro-conduction feeding arc 123 

Electro-luminescence, efficiency 126 

of gases and vapors 98 

solids 96 

Ellipse, circumference 198 

Emulsions as translucent bodies 32 

Enclosed arc efficiency 148 

carbon arc 160 

in street lighting 236 

Enei^gr of plant life derived from radiation 65 

E^ngineering physiology 288 

Equatorial distribution of light 181 

Equiluminous curves 251 

Equivalent candle power 258 

diffusion 281 

Etched glass globe, diflfraction 221 

Ether 7 
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Ether as carrier of energy 7 

form of matter 7 

Euler's theoiy of radiation 4 

Evaporation of carbon 79 

Exposition lighting 275 

Eye perceiving only the resultant 21 

structure of 37 

Fatigue and color of light 265 

of the eye 263 

optic nerve .* 38 

Fechner's law 39 

Feeding device of arc lamp 151 

Filament, single loop, distribution curve 199 

Fire-fly, li^t of 96 

Fireworks. 98 

Fixed arc length of luminous arc 158 

Flame arc distribution 212 

Flame carbon arc 123, 160 

distribution 212 

Flames as illuminants 128 

Flicker photometer 173 

Flickering of the arc 110 

Floating system of arc control 156 

Fluorescence 66,94 

spectrum 27,69 

Fluorescent bodies 30 

Flux of light 256,259 

Frequency converter of radiation 13, 31 

of radiation 7 

and temperature 73 

scale of acoustic 14 

of ultra-violet radiation 14 

Frosted ^obe 262 

diffraction 221 

Gas flame 128 

pressure and disruptive voltage 100 

Gasolene deposited carbon 81 

flame 128 

Geisaler discharge 98 

tube efficiency 104 

glow 100 

.lighting 104 

General illumination 260 

or uniform illumination 269 

German candle 178 
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Germicidal action of light 60 

Glass, opaque for ultra-violet light 13 

as protection against ultra-violet light 65 

Globes, comparison of light distribution 224 

Glow of Geissler tube 100 

Grey body 30 

radiation 84, 93 

Gypsum, transparent for ultra-violet light 13 

Harmful effect of light on vegetation , . 56 

radiation — 48 

violet and ultra-violet 52 

Harmless radiation 48 

Harmlessness of artificial illuminants '56 

Harmonics of radiation 20 

Heat evaporation feeding arc 123 

Heat evaporation from positive terminal of arc 109 

luminescence 91, 93, 96 

at positive terminal of arc 109 

radiation 1 

rays 63 

Hefner lamp 178 

Helium 78 

Hemispherical candle power 185 

Hertzian waves, frequency and wave length 16, 17 

High frequency currents, frequency and wave length 17 

light, therapeutic action 61 

Hollow circular surface as radiator 191 

Holophane globe 262 

Horizontal candle power of incandescent lamp 258 

illumination 226, 287 

of room 253 

intensity 184 

of light 182 

table iUimiination 253 

Hydrocarbon flames 128 

Hydro-oxygen flame 136 

Iceland spar 9 

niuminant 256 

niuminating engineering 256 

Illumination 177, 179, 256, 259 

Hlumination curves 226, 229 

of arcs for street lighting 236 

comparison 232 

of incandescent lamp 244 

of table by incandescent lamps 254 
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Illumination, horisontal 226 

objective 261 

probleiDB 260 

of streetfl by arcs 234 

subjective 262 

of table by incandescent lamp 253 

total 226 

uniform 226 

vertical 227 

Illuminometer in indoor illumination 253 

Imperfectiy transparent bodies 31 

Incandescent lamp 76 

design and distribution curve 243 

illumination 242 

photometry 182 

Indirect and direct illumination 269 

lighting 262 

Indoor illumination, calculation 247 

by incandescent lamps 242 

Inflammation of the eye by ultra-violet light 53 

radiation 48 

Infra-red rays 12 

Integrating photometry 183 

sphere and photometry 184 

Intensity curves of arcs for street lighting 256 

comparison 232 

comparison of radiators 197 

differences in illumination 265 

of light 257 

of light source 256, 259 

Interference 6 

rings 6 

Intermediary color in photometry 172 

Intermediate carbon 83 

International candle 178 

Intrinsic brilliancy, »ee Brilliancy. 

Iridescence 6 

Iron arc 119 

giving ultra-violet light 13 

Irregular reflection 28 

and light distribution 212 

Irritation by uniform intensity of illumination 264 

Kerosene lamp 128 

Kirchhoff's law of radiation 85 

Lamps, arc 151 

light flux 177,186,256,250 
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Light flux, combination by addition 285 

comparison of radiators 197 

density 177, 256, 259 

distribution by frosted globe 223 

distribution by opal globe 223 

as germicide 60 

intensity 177, 186 

measurement 166 

Lightning phenomena frequency and wave length 17 

Light not a vector quantity 284 

as physiological effect 168 

production by incandescence 74 

also see Radiation. 

sources, comparison 202, 209, 216 

and enclosing globe, comparison 224 

intensity 256, 259 

as transversal vibration 8 

Lighting, tower 274 

Light imit 177 

as wave motion 6 

Lime light 136 

Limits of electrical waves, frequency and wave length 17 

frequency of electric waves 16 

Linear radiator shaded by circular flame 210 

Line spectrum 26 

of arc 118 

Local or concentrated illumination 269 

illmnination 226, 260 

and imiform illumination 264 

Logarithmic scale of frequency 14 

law of sensation 38 

Long burning carbon arc 160 

Longitudinal vibration 7 

Lumen 186 

as unit of light flux * 257 

Luminescence 94 

of arc 117 

chemical 97 

of flame 133 

by heat 91 

Luminometer 43, 174 

chart 175 

Luminous arc 123, 160 

distribution 210, 215, 220 

eflSciency 149 

lamp 157 

radiator 196 
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Luminous aro in street illumination 240 

flame 129 

Magnesium flame 134 

Magnetite arc 123 

constants 140 

distribution 220 

in street lighting 236,240 

Magnetite arc as typical arc 109 

Massed and distributed illumination 269 

Maximum candle power Ig4 

visibility 46 

Mean spherical intensity 180, 184, 257 

Measurement of light and radiation 166 

Mechanical equivalent of light 42 

Mechanism of arc lamp 152 

Melting points of elements 77 

Mercury arc, constants 140, 145 

greenish blue 123 

higher frequency of ultra-violet light 13 

rectification 117 

rectifier 114 

rectifier system 165 

tube as radiator 195 

Meridian curve of light 180, 188 

Metal arcs and ultra-violet light 56 

unsteadiness 125 

Metallic carbon 81 

Metals as most opaque bodies 31 

Methane 128 

Mica opaque for ultra-violet light 13 

Micron 7 

Micro-organisms, effect of light 61 

Milk glass globe diffusion 221 

Minimum visible amount of light 45 

Mirror 28 

reflector and light distribution 215 

Misleading character of meridian curves of light 188 

polar curves of light 187 

Modifications of carbons 81 

Negative carbon electrode shadow 203 

spot of arc 107, 110, 125 

terminal, aiso see Cathode. 

detennining character of aro 108 

Newton's theory of radiation. . .' 4 

Normal temperature radiation 75,84 



Digitized by VjOOQIC 



INDEX, 299 

PAOB 

Objects, effect on light distribution 283 

Objective or actual color 33 

color in illumination 265 

illumination 261 

Observer, effect on light distribution 283 

Octave as frequency scale 14 

Oil lamp 128 

Opal globe 262 

diffusion 221 

and nature of shadow 268 

Opaque 32 

body 31 

colors 32, 36 

Open arcs, eflfidency 148 

Open carbon arc 160 

Oscillations, electrical, frequency and wave length 17 

Osmium lamp 79 

Overiap of light fluxes in illumination 267 

Oxygen in 4ame 132 

Oxone production by ultra-violet light 64 

Paraffine candle 131 

photometer 171 

Parallelogram law and light flux 284 

Pathogenic badUi, effect of light 61 

Pathological effects of radiation 67 

Pentane lamp 178 

Periodic system of elements and radiation efficiency 77 

Permeability and refractive index 24 

Personal equation of user in illimiinating engineering 287 

Physical phosphorescence 95 

Physiological effect of sensation 40 

in light measurement 167 

measure of light 168, 186 

problems of illumination 262 

illuminating engineering 277 

unit of light 177 

Phosphorescence 66, 94 

Photography 63 

Photometry 169 

Phototheraphy 61 

Pigment in acclimatization 59 

Plane illumination 286 

as radiator 190 

Plants, action of light 64 

Point as radiator 189 

Polar curves of li^t distribution 187 
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Polaiised wave 8 

Podtive terminal of arc 109 

also aee Anode. 

Power bum 53 

effect of radiation 57 

Primaiy standard color 179 

standards of light 177 

Prismatic reflection and refraction 221, 224 

Problems of illumination 260 

Protection against ultra-violet light 55 

Protective device of arc lamp 151 

mechanism of the eye against radiation 50 

Protoplasm, effect of radiation 57 

Pulsations of arc voltage 159 

Pupil contraction 262 

Putrefactive bacilli, effect of light 60 

Pyro-luminescence 96 

Pyrometers, visual 90 

Quality or color of light 269 

Quartz as most transparent body 31 

transparent for ultra-violet light 13 

Radiant heat 1 

Radiation efficiency 86 

as a form of eneigy 1 

measurement 166 

measured as power 166 

power 72 

alMO see Light. 

Radiators, comparison 202, 209 

of light 187 

separate from flame 135 

Radio-active substances 14 

Radio-fluorescence 95 

Radio-luminescence 95 

Radio-phosphorescence 95 

Radio-therapy 61 

Radium rays, harmful effects of 58 

Range of frequencies of radiation 17 

Reading distances measuring light • 174 

Rectification by arcs 114 

Rectifjring range of arc voltage 116 

Red fluorescence 67 

light, chemical action of 64 

therapeutic effect 62 

lines of mercury arc spectrum 120 
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PAOB 

Red mercury arc 121 

Reduction factor of incandescent lamp 182 

Reflected light from walls and ceiling, calculation 250 

Reflection affecting light distribution 212 

of light by body 28 

regular, and light distribution 215 

and shadow with radiator 219 

Reflectors, comparison 215 

as secondary radiators 212 

as virtual radiators 215 

Refraction law 23 

and light distribution 221 

spectroscope 25 

Refractive index 23 

and dielectric constant 24 

and permeability 24 

Regenerative flame Uunp 126 

R^ular reflection 28, 216 

and refraction 224 

Regulator of arc machine 164 

Reversed spectrum 27 

Ring carbon 82 

Room illumination, calculation 247 

by incandescent lamp 242 

Rounded circular surface as radiator 193 

Sand blasted globe, diffraction 221 

Saprophytic bacilli, effect of light 60 

Searchlight beam, intensity 234 

Secondary radiator and reflector 212, 216 

Selective radiation 87 

Sensitivity curve of the eye 43, 47 

Sensitivity of the eye 263 

and frequency 40 

to ultra-violet light 54 

maximum, of the eye 46 

Separate radiator of flame * 135 

Series arc lamp 157 

system of arc lighting 162 

Shadow 202 

blurring of, in illumination 268 

of diffused light 280 

in illuminating engineering 266 

of negative carbon 203 

of negative terminal of arc 148 

number of 268 

proper intensity in illumination 266 
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Shadow photometer 171 

in street lighting, defective 273 

theory of 269 

Shell of arc flame 110 

Short burning carbon arc 160 

Short ultra-violet light, destructive eflfect 52 

Spherical intensity 257 

Signal lights, color 98 

Silicides as refractory bodies 78 

Single loop filament, distribution curve 199 

Smokiness of flame 130 

Smoky flame 129 

Sound as longitudinal vibration 8 

waves, frequency and wave length 17 

Spark voltage 100 

Specific effects of high frequency radiation 51 

Spectrum of arc 118 

and negative terminal 108 

by diffraction 26 

of flames 134 

of limiinescence 96 

of radiation 17 

by refraction 25 

Sphere, illumination 287 

as radiator 189 

Spherical intensity 180 

reduction factor of incandescent lamp 182 

Stability curve of the arc 142, 144 

limit of arc 143 

Stable branch of arc characteristic 142 

Standard candle 170 

Starting of arc 106 

by auxiliary arc 1 12 

device of arc lamp 151 

Steadying device of arc lamp 151 

reactance or resistance of arc lamp 151 

Stephan's law 70, 75 

Stimulating effect of radiation 57, 59 

Straight line as radiator 195 

Street illmination by arcs 234 

comparison of arc lamps 240 

Street lighting 226, 272 

calculation 238 

comparison of illiuninants 236 

defects 273 

Striated Geissler discharge , 101 

Subjective or apparent color 34 
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Subjective color, control in illumination 265 

illumination 262 

Sulphur flame 135 

Sunburn 69 

Sun spectrum 27 

Suiges, electrical, frequency and wave length 17 

Symptoms of ultra-violet bums 54 

Synthetic action of plants 66 

Table illumination 263 

Tanning 59 

Tantalum lamp 80 

Temperature of arc stream 108 

of carbon filament 79 

and frequency of radiation 73 

of maximum efficiency of light production 74 

measurement by radiation law 89 

radiation 70 

of flame 128 

law of 84 

standard 178 

Therapeutic use of light 61 

effects of radiation 57 

Thermo-couple measuring radiation power 166 

Thermo-liuninescence 96 

Threshold value of visibility 46 

Titanides as refractoiy bodies 78 

Titanium arc, white 123 

carbide arcs 117, 123 

Total illumination 226, 287 

of room 263 

Tower lighting 274 

Transfer of arc between anodes 112 

Transient electric phenomena 18 

Translucent body 31 

Transmission of light by body 28 

Transparent 32 

body 31 

color 31, 32, 36 

Transversal vibration 7 

Tungsten lamp 80 

as refractory element 78 

Also see Wolfram. 

Topical arc 109 

Ultra-red rays 12 

frequency and wave length 14, 17 
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FAOS 

Ultra-violet arc lamp 12 

bum 1 53 

bum in wireless telegraphy 54 

iron arc 119 

lamp 135 

light of arc 55 

light and fluorcsoence 67 

light haraiiful eflFcct 62 

therapeutic action 61 

radiation, frequency 14 

rays 12 

frequency and wave length 17 

Unidirectional conduction of electric arc 113 

Uniforai distribution illumination curve 229 

or general illumination 269 

illumination 226, 260 

in street lighting 235 

Uniformity in street lighting 272 

Uniform and local illumination 264 

total illumination 228 

Unit of light 177 

Unstable branch of arc characteristic 142 

Unsteadiness of metal arcs 125 

Vacuum arc 145 

Vapor pressure of the arc 105 

stream of the arc 105 

tension of carbon 79 

Vector quantities and light 284 

Velocity of electrical radiation 4 

light 2 

in a medium 23 

Vertical illumination 227 

Violet light, harmful effect 52 

specific effect 52 

Violle standard of light 177 

Virtual radiator 221 

and reflector 216 

Visible light, frequency and wave length 17 

radiation 10 

power measurement 168 

range 14 

and temperature 74 

Visibility range of radiation 37 

Visual pyrometers 90 

Walls, albedo 246 

Warm light 48 
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Waste of light flux by absorption 261 

Water as transparent body ^^ 

Wave length determination ^ 

of visible radiation 10 

Welsbach mantle 92, 136 

White 32 

body 29 

iron arc 1^^ 

Whiteness or albedo 30 

Willemite fluorescence 1^ 

Wireless telegraph waves, frequency and wave length 15, 17 

ultrarviolet bum ^ 

Wolfram as refractory element ^^ 

alao see Tungsten. 

X-ray frequency and wave length 14, 17 

harmful effects of ^ 

specific action ^ 

Zinc arc, constants 1^0 

rectification H^ 
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